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ADVISORY  CIRCULAR  CHECKLIST  AND 
STATUS  OF  FEDERAL  AVIATION  REGU¬ 
LATIONS 

1.  Purpose.  This  notice  contains  the 
revised  checklist  of  current  FAA  advisory 
circulars  and  the  status  of  Federal  Avia¬ 
tion  Regulations  as  of  January  15,  1977. 

2.  Explanation.  The  FAA  issues  ad¬ 
visory  circulars  to  Inform  the  aviation 
public  in  a  systematic  way  of  nonregula- 
tory  material  of  Interest.  Unless  Incor¬ 
porated  into  a  regulation  by  reference, 
the  contents  of  an  advisory  circular  are 
not  binding  on  the  public.  Advisory  cir¬ 
culars  are  issued  In  a  numbered-subject 
system  corresponding  to  the  subject 
areas  of  the  Federal  Aviation  Regula¬ 
tions  ( 14  cm  Ch.  I) .  This  checklist  is 
issued  triannually  to  list  all  current  ad¬ 
visory  circulars  and  also  includes  a 
checklist  showing  the  status  of  the  Fed¬ 
eral  Aviation  Regulations. 

3.  The  Circular  Numbering  System. 

a.  General.  The  advisory  circular 
numbers  relate  to  the  FAR  subchapter 
titles  and  correspond  to  the  Parts,  and 
when  appropriate,  to  the  si}eclflc  sections 
of  the  F^eral  Aviation  Regulations.  Cir¬ 
culars  of  a  general  nature  bear  a  number 
corresponding  to  the  number  of  the  gen¬ 
eral  subject  (subchapter)  in  the  FAR’s.  A 
general  subject  number  is  used  only 
when  a  circular  covers  more  than  one 
Part.  , 

b.  General  subject  numbers.  The  gen¬ 
eral  subject  matter  areas  and  related 
numbers  are  as  follows: 

General  Subject  Number  and  Subject  Matter 

00  General. 

10  Procedural. 

20  Aircraft. 

60  Airmen. 

70  Airspace. 

90  Alp  Traffic  Control  and  General  Oper¬ 
ations. 

120  Air  Carrier  and  Commercial  Operators 
and  Helicopters. 

140  Schools  and  Other  Certified  Agencies. 
150  Airports. 

170  Air  Navigational  Facilities. 

180  Administrative. 

210  Flight  Information. 

Within  the  General  Subject  Number 
Areas,  specific  selectivity  In  advisory  cir¬ 
cular  mall  lists  is  available  corresponding 
to  the  applicable  FAR  Parts.  PVir  exam¬ 
ple:  under  the  60  general  subject  area, 
separate  mail  lists  for  advisory  circulars 
Issued  in  the  61,  63,  65,  or  67  series  are 
available. 

c.  Breakdown  of  subject  numbers. 
When  the  volume  of  circulars  In  a 
series  warrants  a  subsubject  break¬ 
down,  the  general  number  is  followed  by 
a  slash  and  a  subsubject  number.  Mate¬ 
rial  in  the  150  series.  Airports,  Is  Issued 
under  the  following  subsubjects : 

Number  and  Subject 

150/1900  Defense  Besdlness  Program.. 
160/4000  Resource  Management. 

160/6000  Airport  Planning. 

160/6100  Federal-aid  Airport  Program. 


150/6150  Surplus  Airport  Property  Convey¬ 
ance  Programs. 

160/5190  Airport  Compliance  Program. 
160/5200  Airport  Safety — General. 

160/6210  Airport  Safety  Operations  (Rec- 
onunended  Training,  Standards, 
Manning) . 

150/5220  Airport  Safety  Equipment  and 
Facilities. 

150/5230  Airport  Ground  Safety  System. 
150/5240  Civil  Airports.  Emergency  Pre¬ 
paredness. 

160/5300  Design,  Construction,  and  Mainte¬ 
nance — General . 

150/5320  Airport  Design. 

150/5326  Infiuence  of  Aircraft  Performance 
on  Aircraft  Design. 

150/5335  Runway,  Taxiway,  and  Apron 
Characteristics. 

150/5340  Airport  Visual  Aids. 

160/5345  Airport  Lighting  Equipment. 
150/5360  Airport  Buildings. 

160/6370  Airport  Construction. 

150/5380  Airport  Maintenance. 

150/6390  Heliports. 

160/5900  Planning  Grant  for  Airports. 

d.  Individual  circular  identification 
numbers.  Each  circular  has  a  subject 
number  followed  by  a  dash  and  a  sequen¬ 
tial  number  Identifying  the  individual 
circular.  This  sequential  number  is  not 
used  again  in  the  same  subject  series. 
Revised  circulars  have  a  letter  A,  B,  C, 
etc.,  after  the  sequential  number  to  show 
complete  revisions.  Changes  to  circulars 
have  CH  1,  CH  2,  CH  3,  etc.,  after  the 
identification  number  on  pages  that  have 
been  changed.  Hie  date  on  a  revised  page 
Is  changed  to  the  effective  date  of  the 
change. 

4.  The  Advisory  Circular  Checklist. 

a.  General.  Each  circular  issued  is 
listed  numerically  within  its  subject- 
number  breakdown.  The  identification 
number  (AC  120-1),  the  change  number 
of  the  latest  change,  if  any,  to  the  right 
of  the  identification  number,  the  title, 
and  the  effective  date  for  each  circular 
are  shown.  A  brief  explanation  of  the 
contents  is  given  for  each  listing. 

b.  Omitted  numbers.  In  some  series, 
sequential  numbers  are  missing.  These 
numbers  were  assigned  to  advisory  cir¬ 
culars  still  in  preparation  which  will  be 
issued  later  or  were  assigned  to  advisory 
circulars  that  have  been  canceled. 

c.  Free  and  sales  circulars.  This  check¬ 
list  contains  advisory  circulars  that  are 
for  sale  as  well  as  those  distributed  free 
of  charge  by  the  Federal  Aviation  Ad¬ 
ministration.  A  list  of  circulars  sold  by 
the  Superintendent  of  Documents  is 
shown  at  the  end  of  the  numerical  list  of 
AC’s.  Please  use  care  when  ordering 
circulars  to  ensure  that  they  are  ordered 
from  the  proper  soiurce. 

d.  Internal  directives  for  sale.  A  list  of 
certain  internal  directives  sold  by  the 
Superintendent  of  Dociunents  is  shown 
at  the  end  of  the  checklist.  These  docu¬ 
ments  are  not  identified  by  advisory 
circular  numbers,  but  have  their  own 
directive  niunbers. 

5.  How  to  get  circulars. 

a.  When  a  price  Is  listed  after  the 
description  of  a  circular,  It  means  that 
this  circular  Is  for  sale  by  the  Super¬ 
intendent  of  Documents.  When  (Sub.) 
Is  Included  with  the  price,  the  advisory 
circular  Is  available  on  a  subscription 


basis  only.  After  your  subscription  has 
been  entered  by  the  Superintendent  of 
Documents,  supplements  or  changes  to 
the  basic  document  will  be  provided  au¬ 
tomatically  at  no  additional  charge  un¬ 
til  the  subscription  expires.  When  no 
price  is  given,  the  circular  is  distributed 
free  of  charge  by  FAA. 

b.  Request  free  advisory  circulars 
shown  without  an  indicated  price  from : 
U.S.  Department  of  Transportation,  Publica¬ 
tions  Section  TAD  443.1,  Washington,  D  C. 
20590. 

c.  Persons  who  want  to  be  placed  on 
FAA’s  mailing  list  for  future  circulars 
should  write  to: 

U.S.  Department  of  Transportation,  Distri¬ 
bution  Requirements  Section,  TAD  482.3, 
Washington,  D.C.  20590. 

Note:  Be  sure  to  Identify  the  subject  mat¬ 
ter  numbers  and  titles  shown  in  paragraph 
3b  because  separate  mailing  lists  are  main¬ 
tained  for  each  advisory  circular  subject 
series.  Checklists  and  circulars  Issued  In  the 
General  series  will  be  distributed  to  every 
addressee  on  each  of  the  subject  series  lists. 
Persons  requesting  more  than  one  subject 
classification  may  receive  more  than  one 
copy  of  related  circulars  and  this  checklist 
because  they  will  be  Included  on  more  than 
one  mailing  list.  Persons  already  on  the  dis¬ 
tribution  list  for  AC’s  will  automatically 
receive  related  circulars. 

d.  Order  advisory  circulars  and  inter¬ 
nal  directives  with  purchase  price  given 
from: 

Superintendent  of  Documents,  U.S.  Govern¬ 
ment  Printing  Office,  Washington,  D.C. 
20402; 

or  from  any  of  the  following  bookstores 
located  throughout  the  United  States: 

GPO  Bookstore,  Room  102A,  2121  Building, 
2121  Eighth  Avenue  North,  Birmingham, 
AL  35203. 

GPO  Bookstore,  Federal  Building,  Room  1015, 
300  North  Los  Angeles  Street,  Los  Angeles, 
CA  90012. 

GPO  Bookstore,  Federal  Building,  Room  1023, 
450  Golden  Gate  Avenue,  San  Francisco, 
CA  94102. 

GPO  Bookstore,  Federal  Building,  U.S.  Court¬ 
house,  Room  1421,  1961  Stout  Street,  Den¬ 
ver,  CO  80202. 

GPO  Bookstore,  P.O.  Box  713,  Pueblo,  CO 
81002. 

GPO  Bookstore,  Federal  Building,  Room  158, 
.  400  West  Bay  Street,  Jacksonville,  FLA 
32202. 

GPO  Bookstore,  Room  100,  Federal  Building, 
275  Peachtree  Street  NE..  Atlanta,  GA 
30303. 

GPO  Bookstore,  Everett  McKinley  Dlrksen 
Building,  Room  1463, 14th  Floor,  219  South 
Dearborn  Street,  Chicago,  IL  60604. 

GPO  Bookstore,  Room  G26,  John  F.  Kennedy 
Federal  Building,  Sudbury  Street,  Boston, 
MA  02203. 

GPO  Bookstore,  Federal  Office  Building, 
Room  229,  231  W.  Lafayette  Blvd.,  Detroit, 
MI  48226. 

GPO  Bookstore,  Federal  Building,  Room  144, 
601  East  12th  Street,  Kansas  City,  MO 
64106. 

GPO  Bookstore,  Room  1356,  26  Federal  Plaza, 
New  York,  NT  10007. 

GPO  Bookstore,  Federal  Office  BuUdlng,  201 
Cleveland  Avenue  SW.,  Canton,  OH  44702. 
GPO  Bookstore,  Federal  Office  Building, 
Boom  171,  1240  East  Ninth  Street,  Cleve¬ 
land,  OB  44199. 

OPO  Bookstore,  Federal  Office  Bldg.,  Room 
1214,  600  Arch  St.'  Philadelphia,  PA  19106. 
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OPO  Bookstore,  Room  1C46,  Federal  Building. 
U.S.  Courthouse,  1100  Commerce  Street. 
Dallas.  TX  76303. 

OPO  Bookstore,  Federal  Building,  Ro<Hn  100, 
015  Second  Are..  Seattle,  WA  08174. 

OPO  Bookstore,  FMeral  Building,  Boom  100, 
017  X.  Wisconsin  Avenue,  Milwaukee,  WI 
58303. 

OPO  Bookstore,  710  Nor^  Oi4>ltol  Street 
NW.,  Washington,  D.C.  30403. 

Special  Notice 

Orders  for  subscription  items  can 
no  longer  be  accepted  by  the  book¬ 
stores.  These  orders  must  be  placed 
directly  uHth  the  Superintendent  of 
Documents.  Washington,  D.C.  20402. 

Send  check  or  money  order  with  your 
order  to  the  Superintendent  of  Docu¬ 
ments.  Make  the  check  or  money  order 
payable  to  the  Superintendent  of  Docu¬ 
ments  In  the  amoimts  Indicated  In  the 
list.  Orders  for  mailing  to  foreign  coun¬ 
tries  should  Include  an  additional 
25  percent  of  the  total  price  to  cover 
handling.  No  c.o.d.  orders  are  accepted. 

8.  Reproduction  of  Advisory  Circulars. 
Advisory  circulars  may  be  reproduced 
In  their  entirety  or  In  part  without 
permission  from  the  Federal  Aviation 
Administration . 

7.  Cancellations.  The  following  ad\1- 
sory  circulars  are  canceled; 

AC  00-2 JJ  Advisory  Circular  Checklist,  9- 
lS-76.  Canceled  by  AC^2KK  Advisory 
Circular  Checklist,  1-15-77. 

AC  00-26  Definitions  of  “U.S.  National 
Aviation  Standards".  1-22-69.  Canceled. 
AC  00-44E  Status  Of  the  Federal  Aviation 
Regulations,  7-1-76.  Canceled  by  AC  00- 
44F  Status  of  Federal  Aviation  Regula¬ 
tions,  12-1-76. 

AO  00-49  FAA  Aviation  Renew  Confer¬ 
ence,  1-16-76.  Canceled. 

AO  00-51  Announcement  and  Invitation — 
FAR  Part  135  Regulatory  Review  Pro¬ 
gram,  9-S-76.  Canceled. 

AO  20-6Z  U.S.  Civil  Aircraft  Register.  12- 
31-75.  Canceled  by  AC  30-6AA  U.S.  Civil 
Aircraft  Register,  7-1-76. 

AO  20-36E  Index  of  Materials,  Parts,  and 
Appliances  Certified  Under  the  Techni¬ 
cal  Standard  Order  System — July  1, 
1975,  9-3-75.  Canceled  by  AC  20-36F  In¬ 
dex  of  Materials,  Parts,  and  Appliances 
Certified  Under  the  Technical  Standard 
Order  System,  9-9-76. 

AC  20-39  Installation  Approval  of  Enter¬ 
tainment  Type  Television  Equipment  in 
Aircraft,  7-15-65.  Canceled. 

AC  20-43B  Aircraft  Fuel  Control,  6-S-71. 
Canceled  by  AC  20-43C  Aircraft  Fuel 
Control,  10-20-76. 

AC  20-62B  Eligibility.  Quality,  and  Iden¬ 
tification  of  Approved  Aeronautical  Re¬ 
placement  Parts,  9-13-74.  Canceled  by 
Eligibility,  Quality,  and  Identification  of 
Approved  Aeronautical  Replacement 
Parts,  8-38-76. 

AC  20-90A  Address  List  for  Engineering 
and  Manufacturing  District  Offices,  3-5- 
75.  Canceled  by  AC  30-  90B  Address  List 
for  Engineering  and  Manufacturing  Dis¬ 
trict  Offices,  13-3-76. 

AC  39-lA  Jig  Fixtures:  Replacement  of 
Wing  Attach  Angles  and  Doublers  on 
Douglas  DC-3  Series  Aircraft.  Airworthi¬ 
ness  Directive  66-16-2,  3-5-70.  Canceled. 
AC  43-1  Matching  VHF  Navigation  Re- 
reiver  Outputs  With  Display  Indicators. 
6-2-45. 

AC  43-202  Maintenance  of  Weather  Radar 
Radomes,  6-6-67.  Canceled. 


AC  61-JB  Flight  Test  Guide — Prioafs  Ft- 
iot — Airplane,  Single  Engine,  4-2-46. 
Canceled. 

AC  61-40  Multiengine  Airplane  Class  or 
Type  Rating — Flight  Test  Guide,  2-1-71. 
Canceled. 

AC  61-5A  Helicopter  Pilot  Written  Test 
Guide — Prlrafe — Commerdol,  6-14-47. 
Canceled. 

AC  61-llB  Airplane  Flight  Instructor 
Written  Test  Guide,  9-12-72.  Canceled. 

AC  61-14A  Flight  Instructor  Practical 
Test  Guide.  10-23-69.  Canceled. 

AC  61-17B  Flight  Test  Guide — Instrument 
Pilot  Airplane,  1-12-72.  Canceled. 

AC  61-25  Flight  Test  Guide — Helicopter 
Private  ond  Commercial  Pilot,  12-7-65. 
Canceled. 

AC  61-28A  Commercial  Pilot  Written  Test 
Guide,  4-28-70.  Canceled. 

AC  61-29A  Instrument  Flight  Instructor 
Written  Test  Guide.  10-16-70.  Canceled 

AC  61-30A  Flight  Test  Guide — Gyroplane, 
Private  and  Commercial,  3-23-72.  Can¬ 
celed. 

AC  61-31A  Gyroplane  Pilot  Written  Test 
Guide.  Private  and  Commercial,  6-9-72. 
Canceled  by  AC  61-31B  Oyroplane  Writ¬ 
ten  Test  Oulde — Private  and  Commer¬ 
cial,  4-14-76. 

AC  61-33  Gyroplane  Flight  Instructor  Ex¬ 
amination  Guide,  3-25-66.  Canceled. 

AC  61-38  Rotorcraft  Helicopter  Written 
Test  Guide.  8-16-67.  Canceled. 

AC  61-39A  Flight  Test  Guide,  Private  and 
Commercial  Pilot.  Glider.  10-19-72.  Can¬ 
celed. 

AC  61-41A  Glider  Flight  Instructor  Writ¬ 
ten  Test  Guide.  1-12-72.  Canceled. 

AC  61-49  Airline  Transport  Pilot — Air¬ 
plane  Practical  Test  Guide,  8-9-71.  Can¬ 
celed. 

AC  61-56  Flight  Test  Guide  {Part  61  re¬ 
vised)  Instrument  Pilot  Airplane,  5-1- 
73.  Canceled  by  AC  61-56A  Flight  Test 
Guide — Instrument  Pilot  Airplane,  5-7- 
76 

AC  61.117-ID  Flight  Test  Guide — Com¬ 
mercial  Pilot.  Airplane,  2-14-72  Can¬ 
celed. 

AC  65-I3A  FAA  Inspection  Authorization 
Directory,  4-18-74.  Canceled  by  AC  66 
13B  FAA  Inspection  Authorization  Di¬ 
rectory,  11-36-76. 

AC  70-2  Airspace  Utilization  Considera¬ 
tions  in  the  Proposed  Construction,  Al¬ 
teration.  Activation  and  Deactivation  of 
Airports,  7-23-73.  Canceled  by  AC  70-2A 
Airspace  Utilization  Considerations  In 
the  Proposed  Construction,  Alteration, 
Activation  and  Deactivation  of  Airports. 
10-26-76. 

AC  70/7460-lD  Obstruction  Marking  and 
Lighting.  4-18-75.  Canceled  by  AC  70/ 
7460-1 E  Obstruction  Marking  and  Light¬ 
ing,  11-1-76. 

AC  90-20  Weather  R€idar  Radomes,  11-12- 
64.  Canceled. 

AC  90-38A  Use  of  Preferred  IFR  Routes, 
12-29-69.  Canceled. 

AC  90-51  FAA  Motion  Picture — "Caution — 
Wake  Turbulence".  11-17-70.  Canceled. 

AC  90-49  National  Beacon  Code  Allocation 
Plan.  11-5-75.  Canceled. 

AC  91-10 A  Suggestions  for  Use  of  US. 
Minima  by  General  Aviation  Operators 
of  Turbojet  Airplanes,  10-8-45. 

AC  91-42  Hazards  of  Rotating  Propellers. 
8-17-75.  Canceled  by  AC  91-42A  Hazards 
of  Rotating  Propellers  and  Helicopter 
Rotor  Blades,  10-19-76. 

AC  103-3  Information  Guide  for  Training 
Programs  and  Manual  Requirements  in 
the  Air  Transportation  of  Dangerous  Ar¬ 
ticles  and  Magnetized  Materiats,  10-10- 
73.  Canceled  by  AC  131-31  Information 


Guide  for  Training  Programs  and  Man¬ 
ual  Requirements  In  the  Air  Transpor¬ 
tation  of  Hazardous  Materials,  7-80-76. 

AC  120-280  €Hvil  Aireraft  Operator  Desig¬ 
nators,  8-28-72.  Canceled  by  AC  130-86D 
Civil  Aircraft  Operator  Designators.  11- 
11-76. 

AC  120-30  Reporting  Requirements  of  Air 
Carriers,  Commercial  Operators,  Travel 
Clubs,  and  Air  Taxi  Opesators  of  Large 
Aircraft.  6-16-76.  Canceled  by  AC  120- 
30A  Reporting  Requirements  of  Air  Car¬ 
riers,  Commercial  OpOTators,  Travel 
Clubs,  and  Air  Taxi  Operators  of  Large 
and  Small  Aircraft,  9-^76. 

AC  121-3P  Maintenance  Review  Board  Re¬ 
ports.  6-^2-76.  Canceled  by  AC  121-3Q 
Maintenance  Review  Board  Reports.  9- 
3  76. 

AC  135-5  Maintenance  Program  .Approval 
for  Carry-On  Oxygen  Equipment  for 
Medical  Purposes.  8-19-75.  Canceled  by 
AC  135-5 A  Maintenance  Program  Ap¬ 
proval  for  Carry-On  Oxygen  Equipment 
for  Medical  Ptirposcs,  11-23-76 

AC  135.60-1  Aircraft  Inspection  Program. 
5-1-70.  Canceled. 

AC  141-2  Written  Tests  Prepared  by  Pilot 
Schools  With  Examining  Authority 
Under  Part  141  (revised)  of  the  Federal 
.Ai'iation  Regulations,  9-18-74.  Canceled 
by  AC  141-3A  Written  Tests  Prepared  by 
Pilot  Schools  With  Examining  Author¬ 
ity  Under  Part  141  (Revised)  of  the 
Federal  Aviation  Regulations,  10-3-75 

AC  143-2B  Ground  Instructor — Instru¬ 
ment-Written  Test  Guide,  6-25-70 
Canceled  by  AC  143-2C  Ground  Instruc¬ 
tor — Instrument — Written  Test  Guide. 
1  30-76. 

.4C  147-2P  Directory  of  FA.A  Certificated 
Aviation  Maintenance  Technician 
Schools.  2-5-76.  Canceled  by  AC  147-2Q 
Directory  of  FAA  Certificated  Aviation 
Maintenance  Technician  Schools,  11-26- 
76. 

AC  150, 5345-lD  Approved  Airport  Light¬ 
ing  Equipment,  4-11-73.  Canceled  by  AC 
1 50/5346-1 E  Approved  Airport  Lighting 
Equipment,  9-9-76. 

AC  150/5380-2A  Snow  Removal  Techniques 
Where  In-Payment  Lighting  Systems  are 
Installed.  12-24-64.  Canceled  by  AC  150' 
5200-23  Airport  Snow  and  Ice  Control. 
11-1-76. 

8.  Additions.  The  following  advi.sory 
circulars  are  added  to  the  list. 

AC  00  2KK  Advisory  Circular  Checklist. 
1-15-76. 

AC  00-44F  Status  of  Federal  Aviation 
Regulations,  12-1-76. 

AC  20-6AA  UB.  ClvU  Aircraft  Register  (3 
vol.  set),  July  1976. 

AC  20-7N  General  Aviation  Inspection 
Aids,  Supplement  3,  October  1976;  Sup¬ 
plement  3,  November  1976;  Supplement 
4,  December  1976;  Supplement  5,  Janu¬ 
ary  1977. 

AC  20-36F  Index  of  Materials,  Parts,  and 
Appliances  Certified  Under  the  Technical 
Standard  Order  System.  9-9-76. 

AC  20-4SC  Aircraft  Fuel  Ccmtrol,  10-30-76. 

AC  30-63  Eligibility,  Quality,  and  Identi¬ 
fication  of  Approved  Aeronautical  Re¬ 
placement  Parts,  8-36-76. 

AC  20-90B  Address  List  for  Engineering 
and  Manufacturing  District  Offices.  13- 
3-76. 

AC  36-2  Estimated  (Uncertificated)  Noise 
Levels  of  Aircraft,  9-21-76. 

AC  60-16  Publication  of  New  FAA  Written 
Test  Study  Ouldea,  13-8-76. 

AC  81-81B  Oyroplane  Written  Test  Guide — 
Private  and  Commercial,  4-14-76. 

AC  81-66A  Flight  Teat  Oulde,  Instrument 
Pilot  Airplane.  6-7-76. 
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AC  61-81  Private  and  Commercial  Pilot — 
Glider— Written  Test  Guide,  4-27-76. 

AC  61-83  NatlonaUy  Scheduled  Federal 
Aviation  Administration  (FAA)  Ap¬ 
proved,  Industry-Conducted  Flight  In¬ 
structor  Refresher  Clinics,  9-3-76. 

AC  65-13B  FAA  Inspection  Authorization 
Directory,  11-26-76. 

AC  65-19A  Inspection  Authorization  Study 
Guide,  11-17-76. 

AC  70-2A  Airspace  Utilization  Considera¬ 
tions  in  the  Proposed  Construction,  Al¬ 
teration,  Activation  and  Desictlvatlon  of 
Airports,  10-26-76. 

AC  70/7460-lE  Obstruction  Marking  and 
Lighting,  11-1-76. 

AC  90-70  Stralght-In  Nonprecision  Instru¬ 
ment  Approach  Procedures  Visual  De¬ 
scent  Point  ( VDP) ,  7-7-76. 

AC  90-71  Experimental  Profile  Descent 
Procedurra/Charts,  11-22-76. 

AC  90-72  Minimum  Safe  Altitude  Warning 
(MSAW),  11-30-76. 

AC  91-42A  Hazards  of  Rotating  Propellers 
and  Helicopter  Rotor  Blades,  10-19-76. 

AC  97-1  Runway  Visual  Range  (RVR), 

11- 4-76. 

AC  120-26D  Civil  Aircraft  Operator  Desig¬ 
nators,  11-11-76. 

AC  120-30A  Reporting  Requirements  of  Air 
Carriers,  Commercial  Operators,  Travel 
Clubs,  and  Air  Taxi  Operators  of  Large 
and  Small  Aircraft,  9-8-76. 

AC  120-31  Operation  and  Airworthiness  Ap¬ 
proval  of  Airborne  Omega  Radio  Navi¬ 
gation  Systems  as  a  Means  of  Updating 
Self-Contained  Navigation  Systems, 

12- 15-76. 

AC  121-lA  Ch  2  Standard  Operations  Spec¬ 
ifications — Aircraft  Maintenance  Hand¬ 
book,  8-19-76. 

AC  121-3Q  Maintenance  Review  Board  Re¬ 
ports,  9-3-76. 

AC  121-21  Information  Guide  for  Training 
Programs  and  Manual  Requirements  In 
the  Air  Transportation  of  Hazardous 
Materials,  7-30-76. 

AC  135-5A  Maintenance  Program  Approval 
for  Carry-On  Oxygen  Equipment  for 
Medical  Purposes,  11-23-76. 

AC  141-2A  Written  Tests  Prepared  by  Pilot 
Schools  With  Examining  Authority  Un¬ 
der  Part  141  (Revised)  of  the  Federal 
Aviation  Regulations,  10-8-76. 

AC  143-2C  Ground  Instructor  Instrument 
Written  Test  Guide,  1-30-76. 

AC  147-2Q  Directory  of  FAA  Certificated 
Aviation  Maintenance  Technician 
Schools,  11-26-76. 

AC  150/5000-3C  Ch  1  Address  List  for 
Regional  Airports  Divisions  and  Airports 
District  OflBces,  9-9-76. 

AC  150/5100-9  Ch  1  Engineering  Services 
Under  the  Airport  Development  Aid  Pro¬ 
gram  (ADAP),  6-11-75. 

AC  150/5100-12  Electronic  Navigational 
Aids  Approved  for  Funding  Under  the 
Airport  Development  Aid  Program 
(ADAP) .  9-20-76. 

AC  160/5200-23  Airport  Snow  and  Ice  Con¬ 
trol.  11-1-76. 

AC  150/5300-4B  Ch  1  Utility  Airports — Air 
Access  to  National  Tranq>ortatlon. 
8-24-76. 

AC  150/5325-4  Ch  11  Runway  Length  Re¬ 
quirements  for  Airport  Design.  11-16-76. 

AC  150/5340-25  Visual  Approach  Slope  In¬ 
dicator  (VASI)  Systems,  9-24-76. 

AC  150/5345-lE  Approved  Airport  Lighting 
Equipment,  9-9-76. 

AC  150/5360-6  Airport  Tonnlnal  Building 
Development  With  Federal  Participation, 
10-5-76. 

AC  150/5360-7  Planning  and  Design  Oon- 
Bideratlons  for  Airport  Terminal  Building 
Development,  10-6-78. 


AC  150/5360-8  Announcement  of  Avail¬ 
ability  of  InfOTmatlon  on  Foreign  Air¬ 
port  Planning,  Design.  Construction,  and 
Trade  Opportunities,  9-24-76. 

AC  150/5370-2 A  Ch  1  Operational  Safety  on 
Airports  With  Emphasis  on  Safety  Dur¬ 
ing  Construction,  8-2-76. 

ADVISORY  CIRCULAR  CHECKLIST 
Notice 

Superintendent  of  Oocuments  catalogue  num¬ 
bers  and  stock  numbers  have  been  included  to 
aid  Superintendent  of  Documents  personnel  in 
processing  orders.  Please  use  them  when  order¬ 
ing — along  with  the  title  and  FAA  number.  To 
avoid  unnecessary  delays,  do  not  order  single¬ 
sales  material  and  subscription-sales  material 
on  the  same  order  form,  as  orders  are  separated 
for  processing  by  different  departments  when 
they  arrive  at  Superintendent  of  Documents.  Be 
sure  your  name  and  address  appears  on  each  list. 

Notice 

Prices  shown  are  those  in  eCfect  as  of 
January  15,  1977.  Prices  are  subject  to 
change  without  notice  and  the  prices 
that  will  be  charged  on  yoar  order  wUl 
be  those  in  effect  as  of  the  date  your  or¬ 
der  is  processed. 


General 

Subject  No.  00 

00—1  Tlic  Advisory  Circular  System 
(12-4-62). 

Describes  the  FAA  Advisory  Circular 
System. 

00— 2KK  Advisory  Circular  Checklist 
(1-15-77). 

Transmits  the  revised  checklist  of  cur¬ 
rent  FAA  advisory  circulars  smd  the 
status  of  the  Federal  Aviation  Regula¬ 
tions  as  of  1-15-77. 

00— 6A  Aviation  Weather  (3—3—75). 

Provides  an  up-to-date  and  expanded 
text  for  pilots  and  other  flight  operations 
personnel  whose  Interest  in  meteorology 
is  primarily  in  its  application  to  flying. 
($4.55  GPO.)  TD  4.408  :W37/975.  SN  050- 
007-00283-1. 

00— 7A  State  and  Regional  Disaster  Air¬ 
lift  (SARDA)  Planning  (6-3-74). 

Provides  guidance  for  the  develcHiment 
and  implementation  of  State  and  Re¬ 
gional  Disaster  Airlift  plans  governing 
the  use  of  general  aviation  aircraft  dur¬ 
ing  national  emergencies  and  natural 
disasters. 

00—21  Shoulder  Harness  (10—5—66). 

Provides  information  concerning  the 
installation  and  use  of  shoulder  har¬ 
nesses  by  pilots  in  general  aviation  air¬ 
craft. 

00—24  Tliunderstorms  (6—12—68). 

Contains  information  concerning 
flights  in  or  near  thunderstorms. 

00—25  Forming  and  Operating  a  Flving 
Club  (3-24-69). 

Provides  preliminary  information  that 
will  assist  anyone  or  any  group  of  people 
Interested  in  fmming  and  operating  a 
flying  club  ($0.75  GPO.)  TD  4.8 :P  67. 
SN  050-007-00065-1. 


00—26  Definitions  of  **U.S.  National  .Avi¬ 
ation  Standards'*  (1—22—69). 

Informs  the  aviation  community  of 
the  approvid  by  the  FAA  Administrator 
of  a  definition  of  UJ3.  National  Aviation 
Standards,  the  need  for  such  standards, 
and  their  relationship  to  the  Federal 
Aviation  Regulations. 

00—28  Communications  Interference 
Caused  by  Sticking  Microphone  But¬ 
tons  (8—6—69). 

Alerts  the  industry  of  communications 
Interference  from  undesired  radiofre¬ 
quency  transmissions. 

00—30  Rules  of  Thumb  for  Avoiding  or 
Minimizing  Encounters  with  Qear 
.4ir  Turbulence  (3—5—70). 

Brings  to  the  attention  of  pilots  and 
other  interested  personnel,  the  “Rule  of 
Thumb”  for  avoiding  or  minimizing  en¬ 
counters  with  clear  air  turbulence 
(CAT) . 

00 — 31  U.S.  National  Aviation  Standard 
for  the  VORTAC  System  (6-10-70). 

Informs  the  aviation  community  of  the 
establishment  and  content  of  t^  UB. 
National  Aviation  Standard  for  the 
VORTAC  (VOR-TACAN-DME)  System. 

00—32  Civil  .4ir  Patrol  and  State  and  Re¬ 
gional  Defense  Airlift  Relationship* 
(7-2-70). 

Advises  Interested  persons  of  the  Mem¬ 
orandum  of  Understanding  between  CAP 
and  FAA,  and  provides  additional  guid¬ 
ance  to  further  improve  the  use  of  non- 
air  carrier  aircraft  in  time  of  national 
emergency. 

00—33.4  Nickel-Cadmium  Battery  Opera¬ 
tional,  Maintenance,  and  Overhaul 
Practices  (2—14—73). 

Provides  guidelines  for  more  reliable 
nickel-cadmium  battery  operation 
through  proper  operational  and  mainte¬ 
nance  practices,  and  has  been  reissued  to 
Include  reconditioning  information. 

00—34.4  Aircraft  Ground  Handling  and 
Servicing  (7—29—74). 

Contains  information  and  guidance 
for  the  servicing  and  ground  handling  of 
aircraft. 

00— 41 A  F.4.4  0“«ll*y  Control  System 
Certification  Program  (11—3—75). 

Describes  the  FAA  Quality  Control 
System  Certification  Program  and  the 
mechanics  of  implementatltm.  It  is  in¬ 
tended  for  guidance  and  information 
only. 

00 — I  IE  .''lulus  of  the  Federal  Aviation 
Regulations  (7—1—76). 

Summarizes  the  current  status  of  the 
conversion  program,  lists  FAR  prices,  and 
provides  ordering  instructions  for  pur¬ 
chasing  the  regulations. 

00—45  Aviation  Weather  Service*  (2— 
26-75). 

Supplements  AC  00-6,  Aviation  Weath¬ 
er,  in  that  it  explains  the  weather  serv¬ 
ice  in  general  and  the  use  and  interpre¬ 
tation  of  reports,  forecasts,  weather 
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maps,  and  prognostic  charts  In  detail.  Is 
an  excellent  source  of  study  for  pilot  cer¬ 
tification  examinations.  ($1.95  GPO.) 
TD  4.408;W37/2.  SN  050-007-00259-9. 

0(^-t6A  Aviation  Safety  Reporting  Pro¬ 
gram  (3—31—76). 

Advises  that  the  FAA  will  modify  the 
Aviation  Safety  Reporting  Program,  ef¬ 
fective  April  15,  1976,  by  utilizing  NASA 
as  a  third  party  to  receive  and  analyze 
the  aviation  safety  reports.  This  study 
Invites  pilots,  controllers,  and  other  users 
of  the  airspace  or  any  other  person  to 
report  to  NASA  actual  or  potential  dis¬ 
crepancies  and  dificiencles  involving  the 
safety  of  aircraft  operations. 

00-50  Low  Level  Wind  Shear  (4-8-76). 

Provides  guidance  for  recognizing  the 
meteorological  situations  that  produce 
the  phenomenon  widely  known  as  low 
level  wind  shear. 

Procedural 
Subject  No.  10 

11—1.4  Airspace  Rule-Making  Proposals 
and  Changes  to  Air  Traffic  Control 
Procedures  (12-21-72). 

Emphasizes  the  need  for  the  early  sub¬ 
mission  of  proposal  involving  airspace 
rule-making  activity  or  changes  to  exist¬ 
ing  procedures  for  the  control  of  air 
traffic. 

11—2  Notice  of  Proposed  Rulemaking 
Distribution  System  (12—17—75). 

Provides  the  public  with  information 
relative  to  participation  in  the  FAA 
rulemaking  process  and  explains  the 
availability  of  the  Notices. 

Aircraft 

Subject  No.  20 

20— 3C  Status  and  AvaUakility  of  Mili¬ 
tary  Handbooks  and  ANC  Bulletins 
for  Aircraft  (^1—73). 

Announces  the  status  and  availability 
of  Military  Handbooks  and  ANC  Bulle¬ 
tins  prepared  jointly  with  FAA,  Navy 
and  Air  Force. 

20— 5D  Plane  Sense  (2— 11— 76). 

Provides  general  aviation  information 
for  the  private  aircraft  owner  and  out¬ 
lines  requirements  of  owning  and  oper¬ 
ating  a  personal  type  airplane. 

AC  20— 6AA  U.S.  Gvil  Aircraft  Register 
(2-Vol.  set)  (July  1976). 

Lists  aU  active  n.S.  civil  aircraft  by 
registration  number.  ($23.75  OPO)  TD 
4. 18/2: 976-2/ V.  1,  2.  SN  050-007-00348-0. 

20— 7N  General  .4viation  Inspection  .4ids, 
1976). 

Provides  the  aviation  community  with 
a  uniform  means  lor  Interchanging  serv¬ 
ice  experience  that  may  Improve  the  dur¬ 
ability  and  safety  of  aeronautical  prod¬ 
ucts.  Of  value  to  mechanics,  operators  of 
repair  stations,  and  others  engaged  in 
the  inspection,  maintenance,  and  opera¬ 
tion  of  aircraft  in  general.  $7.25;  $9.25 
foreign— Sub.  OPO.)  SN  050-011- 
90045-4. 


2(k-7N  Supplement  1  (Sept.  1976). 
20-7N  Supplement  2  (Oct.  1976). 
20-7N  Supplement  3  (Nov.  1976) . 
2(k-7N  Supplement  4  (Dec.  1976). 
20-7N  Supplement  5  (Jan.  1977). 

20—9  Personal  Aircraft  Inspection  Hand¬ 
book  (12-2-64). 

Provides  a  general  guide,  in  simple, 
nontechnical  language,  for  the  inspection 
of  aircraft.  Reprinted  1972.  ($1.60  GPO.) 
FAA  5.8  2: A1  7,  2.  SN  050-001-00001-1. 

20— 13t  Surface-Effect  Vehicles  (8—28— 

M). 

States  FAA  policy  on  surface-effect 
vehicles  (vehicles  supported  by  a  cushion 
of  compressed  air). 

20— 17B  Surplus  .4irrraft  of  the  .4rnicd 
Forces  (10—11—72). 

Sets  forth  the  method  of  obtaining 
copies  of  Federal  Aviation  Regulations 
which  might  be  required  for  certification 
of  surplus  military  aircraft. 

20—184  Qualification  Testing  of  Turbo¬ 
jet  Engine  Thrust  Reversers  (3—1^ 
66). 

Discusses  the  requirements  for  the 
qualification  of  thrust  reversers  and  sets 
forth  an  acceptable  means  of  compliance 
with  the  tests  prescribed  in  Federal  Avi¬ 
ation  Regulations,  Part  33,  when  run  un¬ 
der  nonstandard  ambient  air  conditions. 

20— 23D  Interchange  of  Service  Ex¬ 
perience — Mechanical  Difficulties 

(2-12-71). 

Provides  information  on  the  voluntary 
exchange  service  experience  data  used  in 
improving  durability  and  safety  of  aero¬ 
nautical  products. 

20— 24A  (Salification  of  Fuels,  Lubri¬ 
cants,  and  Additives  (■4-l-^7). 

Estitbllshes  procedures  for  the  approv¬ 
al  of  the  use  of  subject  materials  in  cer¬ 
tificated  aircraft. 

20— 27B  (!ertifiration  and  Operation  of 
.4mateur-Built  Aircraft  (4-^0-72). 

Provides  information  and  guidance 
concerning  certification  and  operation  of 
amateur-built  aircraft,  including  gliders, 
free  balloons,  helicopters,  and  gyro¬ 
planes,  and  sets  forth  an  acceptable 
means,  not  the  sole  means,  of  compliance 
with  FAR  Part  21  and  FAR  Part  91. 

20—20.K  NationaDy  Advertised  Construc¬ 
tion  KHs,  Amateur  Built  Aircraft 
•  (12-291-72). 

Advises  persons  contemplating  the  use 
of  nationally  advertised  kits  for  the  con¬ 
struction  of  an  aircraft,  that  certain  kits 
when  used  could  render  the  aircraft  in¬ 
eligible  for  the  issuance  of  an  experi¬ 
mental  certificate  as  an  amatrur-bullt 
aircraft. 

20— 29B  Use  of  Aircraft  Fuel  Anti-icing 
additives  (1—18—72). 

Provides  information  on  the  use  of 
antl-iclng  additives  PFA-55MB  and  Mil¬ 
l-27686  as  an  acceptaUe  means  of  com¬ 
pliance  with  the  PARS  that  require  as¬ 
surance  of  continuous  fuel  flow  under 


conditions  where  ice  may  occur  in  tur¬ 
bine  aircraft  fuel  systems. 

20—30.4  .4irplane  Position  lights  and 
Supplementary  Lights  (4-18-68). 

Provides  an  acceptable  means  for  com¬ 
plying  with  the  position  light  require¬ 
ments  for  airplane  airworthiness  and 
acceptable  criteria  for  the  installation 
of  supplementary  lights  on  airplanes. 

20— 32B  Girbon  Monoxide  (CO)  Con¬ 
tamination  in  .4ireraft^Dctrolion 
and  Prevention  (11—24—72). 

Provides  Information  on  tlie  potential 
dangers  of  carbon  monoxide  contamina¬ 
tion  from  faulty  engine  exhaust  systems 
or  cabin  heaters  of  the  exhaust  gas  heat 
exchanger  type. 

20— 33B  Technical  Iiiformalion  Regard¬ 
ing  Civil  Aeronautics  Manuals  1.  3. 
4a.  4b,  5,  6,  7,  8,  9,  13  and  14  (5— 
1-75). 

Advises  the  public  that  policy  infor¬ 
mation  contained  In  the  subject  Civil 
Aeronautics  Manuals  may  be  used  in 
conjunction  with  specific  sections  of  the 
Federal  Aviation  Regulations. 

20—34.4  Prevention  of  Retractable  Land 
ing  Gear  Failures  (^21—69). 

Provides  Information  and  suggested 
procedures  to  minimize  landing  acci¬ 
dents  Involving  aircraft  having  retract¬ 
able  landing  gear. 

20— 35B  Tie-Down  Sense  (4— 19— 71). 

Provides  Information  of  general  use 
on  aircraft  tie-down  techniques  and 
procedures. 

20— 36F  Index  of  Materials,  Parts,  and 
.4ppliances  Cotified  Under  the  Tech¬ 
nical  Standard  Order  Svstem— July 
1,  1976  (9-9-76). 

Lists  the  materials,  parts,  and  appli¬ 
ances  for  which  the  Administrator  has 
received  statements  of  conformance 
under  the  Technical  Standard  Order 
system  as  of  July  1,  1976.  Such  prod¬ 
ucts  are  deemed  to  have  met  the  require¬ 
ments  for  FAA  approval  as  provided  in 
Part  37  of  the  Federal  Aviation  Regula¬ 
tions. 

20— 37B  Aircraft  Metal  Propeller  Blade 
Failure  (9—12—74). 

Provides  Information  and  suggested 
procedures  to  increase  service  life  and 
to  minimize  blade  failures  of  metal 
propellers. 

20—38.4  Measurement  of  Cabin  Interior 
Emergency  IUnmination  in  Trans¬ 
port  .4irpliuiea  (2-8—66). 

Outlines  acceptable  methods,  but  not 
the  only  methods,  for  measuring  the 
cabin  Interior  emergency  Illumination  on 
transport  alyplanes.  and  provides  In¬ 
formation  as  to  suitable  measuring  In¬ 
struments. 

20—40  Placards  for  Battery-Excited  .41- 
tematora  Installed  in  Light  .4irrraft 
(8-11-65). 

Sets  forth  an  acceptable  means  of 
complying  with  placarding  rules  In  Ped- 
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eral  Aviation  Regulations  23  and  27  with 
respect  to  battery-excited  alternator 
installations. 

23—41  Replacement  TSO  Radio  Equip¬ 
ment  in  Transport  Aircraft  (8—30— 

65) . 

Sets  forth  an  acceptable  means  for 
complying  with  rules  governing  transport 
category  aircraft  installations  in  cases 
involving  the  substitution  of  technical 
standard  order  radio  equipment  for  func¬ 
tionally  similar  radio  equipment. 

20- 12  Hand  Fir*  Extinguishers  in 
'I'ransport  Category  Airplanes  and 
Kolorcraft  (9—1—65). 

Sets  forth  acceptable  means  (but  not 
the  sole  means)  of  compliance  with  cer¬ 
tain  hand  fire  extinguisher  regulations 
in  FAR  25  and  PAR  29,  and  provides 
related  general  information. 

A(;  20— 4.3C  Aircraft  Fuel  Conlrol  (10— 
20-76). 

Alerts  the  aviation  community  to  the 
potential  hazards  of  inadvertent  mixing 
or  contamination  of  turbine  and  piston 
fuels,  and  provides  recommended  fuel 
control  and  servicing  procedures. 

20—44  Class  Fiber  Fabric  for  Aircraft 
Covering  (9—3—65). 

Provides  a  means,  but  not  the  sole 
means,  for  acceptance  of  glass  fiber  fab¬ 
ric  for  external  covering  of  aircraft 
structure. 

20—15  Safetying  of  Turnbuekles  on  Civil 
Aircraft  (9—17—65). 

Provides  Information  on  tumbuckle 
safetying  methods  that  have  been  found 
acceptable  by  the  PAA  diming  past  air¬ 
craft  type  certification  programs. 

20—46  Suggested  Equipment  for  Gliders 
Operating  Under  IFR  (9—23—65.) 

Provides  guidance  to  glider  operators 
on  how  to  equip  their  gliders  for  opera¬ 
tion  under  instrument  flight  rules 
dPR),  including  flight  through  clouds. 

20—47  ExteritH*  Colored  Band  Around 
Exits  on  Transport  Airplanes  (2—8— 

66) . 

Sets  forth  an  acceptable  means,  but 
not  the  only  means,  of  complying  with 
the  requirement  for  a  2-lnch  colored 
band  outlining  exits  required  to  be  open- 
able  from  the  outside  on  transport  air¬ 
planes. 

20—48  Practice  Guide  for  Decontaminat¬ 
ing  Aircraft  (5—5—66). 

The  title  is  self-explanatory, 

20—51  Procedures  for  Obtaining  FAA 
Approval  of  Major  Alterations  to 
Type  Certificated  Products  (4—12— 
67). 

Provides  assistance  to  persons  who  de¬ 
sire  to  obtain  FAA  approval  of  major 
alterations  to  type  certificate  products. 

20—52  Maintenance  Inspection  Notes  for 
Douglas  DC-6/7  Series  Aircraft 
(8—24—67).  (Consolidated  Reprint — 
January  1974,  includes  Change  1.) 

Describes  maintenance  lnspecti(Xi 
notes  which  can  be  used  for  the  mainte¬ 


nance  support  at  certain  structural  parts 
of  DC-8  6/7  series  aircraft 

20—53  Protection  of  Aircraft  Fuel  Sys¬ 
tem  Against  Lightning  (10-6-67). 

Sets  forth  acceptable  means,  not  the 
sole  means,  by  which  compliance  may  be 
shown  with  fuel  system  lightning  protec¬ 
tion  airworthiness  regulations. 

20—5 1  Hazards  of  Radium-Activated  Lu¬ 
minous  Compounds  Used  on  Aircraft 
InMruments  (10—24—67). 

Provides  Information  concerning 
health  hazards  associated  with  the  re¬ 
pair  and  maintenance  of  Instruments 
containing  luminous  markings  activated 
with  radium-226  or  radium-228  (meso- 
thorium) . 

20—33  Turbine  Engine  Overhaul  Stand¬ 
ard  Practices  Manual — Maintenance 
of  Fluorescent  Penetrant  Inspection 
Equipment  (1—22—68). 

Advises  operators  of  the  necessity  for 
periodic  checking  of  black  light  lamps 
and  filters  used  during  fluorescent  pene¬ 
trant  inspection  of  engine  parts. 

20— 36A  Marking  of  TSO— C72b  Individ¬ 
ual  Flotation  Devices  (4—1—75). 

Outlines  acceptable  methods  for  mark¬ 
ing  individual  flotation  devices  which 
also  serve  as  seat  cushions. 

20—57.4  Automatic  Landing  Systems 
(.4LS)  (1-12-71). 

Sets  forth  an  acceptable  means  of  com- 
phance,  but  not  the  only  means,  for  the 
installation  approval  of  autmnatic  land¬ 
ing  systems  in  transport  category  aircraft 
which  may  be  used  initially  in  Category 
n  operr.tions.  Approval  of  these  aircraft 
for  use  under  such  conditions  will  permit 
the  accumulation  of  data  for  systems 
which  may  be  approved  for  Category  Ilia 
m  the  future. 

20—59  Maintenance  Inspection  Notes  for 
Gonvair  240,  340/440,  240T,  and 
340T  Series  Aircraft  (2—19—68). 

Describes  maintenance  inspection  notes 
which  can  be  used  for  the  nmlntenance 
support  of  certain  structural  parts  of 
Convair  240,  340/440,  240T,  and  340T 
series  aircraft. 

20-59  CHI  (8-24-72). 

Provides  additional  material  for  Con¬ 
vair  Models  240  and  600/240D;  Models 
340/440  and  640/340D/440D  series  air¬ 
craft  Maintenance  Inspection  programs. 

20-60  Accessibility  to  Excess  Emergency 
Exiu  (7-18-68). 

Sets  foHh  acceptable  means  of  com¬ 
pliance  with  the  “readily  accessible’*  pro¬ 
visions  in  the  Federal  Aviation  Regula¬ 
tions  dealing  with  excess  emergency 
exits. 

20— 62C  Eligibility,  Quality,  and  Identi¬ 
fication  of  Approved  Aeronautical 
Replacement  Parts  (8—26—76). 

Provides  Information  relative  to  the 
determlnatlmi  of  Uie  dlgibllity  of  aero¬ 
nautical  peuts  and  materials  for  installa¬ 
tion  on  certificated  aircraft. 


20-63  Airborne  Automatic  Direction 
Finder  Installations  (Low  and  Me¬ 
dium  Frequency)  (7—7—69). 

Sets  forth  one  means,  but  not  t'le  only 
means,  of  demonstrating  compliance  with 
the  airworthiness  rules  governing  the 
fimctionlng  of  airborne  automatic  direc¬ 
tion  finders.  It  does  not  pertain  to  in¬ 
stallations  previously  approved. 

20—64  Maintenance  Inspection  Notes  for 
Lockheed  L— 188  Series  Aircraft 
(8-1-69). 

Describes  maintenance  inspection  notes 
which  can  be  used  for  the  maintenance 
support  of  certain  structural  parts  of 
Lockheed  L-188  series  aircraft. 

20-64  CH  1  (10-26-73). 

20—65  U.S.  Airworthiness  Certificates 
and  .4utliorizations  for  Operation 
of  Domestic  and  Foreign  Aircraft 
(8-11_69). 

Provides  general  information  and 
guidance  concerning  issuance  of  air¬ 
worthiness  certificates  for  U.S.  registered 
aircraft,  and  Issuance  of  special  flight 
authorizations  for  operation  in  the 
United  States  of  foreign  aircraft  not  hav¬ 
ing  standard  airworthiness  certificates 
Issued  by  the  country  of  registry. 

29-66  Vibration  Evaluation  of  Aircraft 
Propellers  (1—29—70). 

Outlines  acceptable  means,  but  not  the 
sole  means,  for  showing  compliance  with 
the  requirements  of  the  FARs  concern¬ 
ing  propeller  vibration. 

20— 67A  Airborne  VHF  Communication 
System  Installations  (10-17—72). 

Sets  forth  one  means,  but  not  the  <xily 
means  of  demonstrating  compliance  with 
the  airworthiness  rules  governing  the 
functioning  of  airborne  VHF  communi¬ 
cation  systems. 

20— 68A  Recommended  Radiation  Safety 
Precautions  for  Airborne  Weather 
Radar  (4-11-75). 

Sets  fmlh  recommended  radiation 
safety  precautions  for  ground  operation 
of  airborne  weather  radar. 

20—69  Conspicuity  cf  Aircraft  Instru¬ 
ment  Malfunction  Indicators  (5—14— 

70) . 

Provides  design  guidance  information 
on  methods  at  Improving  conspicuity  of 
malfunction  indication  devices. 

20—71  Dual  Locking  Devices  on  Fasten¬ 
ers  (12-8-70). 

Provides  guidance  and  acceptable 
means,  not  the  sole  means,  by  which 
compliance  may  be  shown  with  the  re¬ 
quirements  for  dual  locking  devices  <hi 
removable  fasteners  Installed  in  rotor- 
craft  and  transport  category  airplanes. 

20-72  Restricted  Category  Helicopter 
Maximum  Weight  Increases  (3—11— 

71) . 

Provides  assistance  to  persons  who  de¬ 
sire  to  obtain  FAA  approval  at  over- 
maximum  certificated  takeoff  weight 
condition  for  restricted  category  heli¬ 
copter  operations. 
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20-73  Airenfl  I«e  Pkvtection  (4-21- 
71). 

Provides  Information  relating  to  the 
substantiation  oi  Ice  protection  systems 
on  aircraft. 

20—74  Aircraft  Poaition  and  AntiroIIi. 
sion  Light  Measurcmenta  (7—2^71). 

Contains  tiseful  Information  concern¬ 
ing  measurements  for  intensity,  covering, 
and  color  of  aircraft  position  and  antl- 
colUslon  lights. 

20—76  Bfaintenance  Inspection  Notes  for 
Boeing  B— 707/720  Series  Aircraft 
(10-21-71). 

Provides  maintenance  inspection  notes 
which  can  be  used  for  the  maintenance 
support  program  for  certain  structural 
parts  of  the  B-707/720  series  aircraft. 

20—77  Use  of  Manufacturers'  Mainte* 
nance  Manuals  (3—22—72). 

Informs  owners  and  operators  about 
the  usefulness  of  manufacturers’  main- 
Ing,  and  maintaining  aircraft,  engines, 
tenance  manuals  for  servicing,  repair- 
and  propellers. 

20—78  Maintenance  Inspection  Notes  for 
McDonnell  Douglas  DC— 8  Series  Air¬ 
craft  (7-11-72). 

Provides  maintenance  inspection  notes 
which  can  be  used  for  the  maintenance 
support  program  for  certain  structural 
parts  of  the  DC-8  series  aircraft. 

20—81  Accidental  or  Unauthorized  Acti¬ 
vation  of  Emergency  Locator  Trans¬ 
mitters  (ELT)  (10—10—72). 

Alerts  the  general  aviation  community 
to  the  harmful  effects  of  accidental  or 
unauthorized  activation  of  emergency 
locator  transmitters. 

20—82  Maintenance  Inspection  Notes  for 
Fairchild  Hiller  F-27/FI1-227  Series 
.Aircraft  (12—5—72). 

Provides  maintenance  inspection  notes 
which  can  be  used  for  the  maintenance 
support  program  for  certain  structural 
parts  of  PalrchUd  Hiller  F-27/FH-227 
series  aircraft. 

20-82  CH  1  (7-12-73). 

Provides  additional  material  for  sub¬ 
ject  advisory  circular. 

20—83  Maintenance  Inspection  Notes  for 
Boeing  B— 737  Series  Aircraft  (1— 
17-73). 

Provides  maintenance  inspection  notes 
which  can  be  used  for  the  maintenance 
support  program  for  certain  structural 
parts  of  the  B-737  series  aircraft. 

20-83  CH  1  (8-8-74). 

Provides  updating  of  material  for  the 
B-737  series  aircraft  maintenance  In¬ 
spection  program.  Inspection  of  selected 
areas  of  the  wing,  fuselage,  empennage 
and  landing  gear  of  B-737  series  aircraft 
are  presented  supplementing  Information 
eorrently  In  AC  20-83. 

SO-tS  CH  2  (1-S1-7S). 


NOTICES 

20-84  Maintenance  Inspection  Notes  for 
Boeing  B— 727  Series  AIrcrafi  (1— 
22-73). 

Provides  Inspection  notes  which  can 
be  used  for  the  msdntenance  support  pro¬ 
gram  for  certain  structural  parts  ot  the 
B-727  series  aircraft. 

20-84  CH  1  (8-8-74). 

Updates  material  for  the  B-727  series 
aircraft  maintenance  Inspection  pro¬ 
gram.  Inspection  of  selected  areas  of  the 
wing,  fuselage,  empennage  and  landing 
gear  of  the  B-727  series  aircraft  arc 
presented  supplementing  Information 
currently  available  in  AC  20-84. 

20-84  CH  2  (1-31-75). 

20—85  Emergency  Locator  Tran!>mitters 
and  Receivers  (3—1^73). 

Provides  information  concerning  the 
design,  installation,  and  utilization  of 
emergency  locator  transmitters. 

20-86  Aviation  Educatioa  through 
Building  an  Airplane  (5—11—73). 

Provides  information  to  high  schools 
about  the  available  assistance,  resources, 
methods,  and  opportunities  for  attain¬ 
ing  basic  educational  goals  by  building 
an  airplane. 

20—87  Airborne  Homing  and  Alerting 
Equipment  for  use  with  Emergency 
Locator  Transmitters  (5—7—73). 

Sets  forth  the  availability  of  recom¬ 
mended  basic  characteristics  for  air¬ 
borne  homing  and  alerting  equipment 
for  use  with  emergency  locator  trans¬ 
mitters  (ELT). 

20—88  Guidelines  on  the  Marking  of 
Power-Plant  Instruments  (12—11— 
73). 

Provides  guidelines  on  the  marking  of 
aircraft  powerplant  instruments. 

20—89  Communication  Interference 
f'auscd  by  Unintentional  Radio 
Transmissions  (3—22—74). 

Alerts  the  aviation  commimlty  to  the 
potential  hazards  created  by  uninten¬ 
tional  radio  transmissions  from  air¬ 
borne.  mobile,  and  ground  based  radio 
transmitters  and  gives  guidance  on  al¬ 
leviating  ensuing  hazards. 

20— 90B  .Address  List  for  Engineering 
and  Manufacturing  District  Offices 
(12-3-76). 

Transmits  the  address  Ust  for  all  lin- 
gineering  and  Manufacturing  District 
OfBces. 

20—91  Lithium  Batteries  Used  in  Emer¬ 
gency  Locator  Transmitters  (^11— 
75). 

Warns  of  potential  hazards  associated 
with  accidental  release  of  sulfur-dioxide 
gas  from  lithium-sulfur  batteries. 

20-92  Anti-Icing  Additives  ••  Reduce 
Icing  ProhlenM  in  Aviation  (^soBne 
(1-12-76). 

‘nUe  is  self  explanatory. 


iMnr. 

20^93  Flatter  Dne  to  Ice  or  Foreign 
Sohstanee  on  or  in  Aircraft  Control 
Sorfaees  (1—29—76). 

Provides  Information  concemlng  the 
potential  hazard  associated  with  air¬ 
craft  control  surface  flutter  caused  by 
Imbalance. 

20—94  Digital  Clock  Installation  in  Air¬ 
craft  (3-4-76). 

Provides  guidelines  for  operating  and 
installing  digital  clocks  in  aircraft. 

20- 95  Fatigue  Evaluation  of  Rulorcrafi 

Structure  (^18—76). 

Sets  forth  acceptable  means,  not  the 
only  means,  of  compliance  with  the  pro¬ 
visions  of  FAR  sections  27.571  and  29.571 
dealing  with  the  fatigue  evaluation  of 
rotorcraft  structure. 

21—  IR  Production  C<ertificulc«  (5—10— 

76). 

Provides  information  concerning  Sub¬ 
part  Q  of  Federal  Aviation  Regulations 
(PAR)  Part  21,  and  sets  forth  ac¬ 
ceptable  means  of  compliance  with  Its 
requirements. 

21— 2r  Export  .Airworthiness  A|>pru>al 
Procedures  (5—7—76). 

This  advisory  circular  prov  ides  general 
Information  and  guidance  concerning 
issuance  of  export  approvals  imder  Fed¬ 
eral  Aviation  Regulations  (PAR)  Part 
21.  Subpart  L. 

21—3  Basic  Glider  Criteria  lIaiidlH>ok 
(1962). 

Provides  Individual  glider  designers, 
the  glider  industry,  and  glider  operating 
organizations  with  gtiidance  material 
that  augments  the  glider  airworthiness 
certification  requirements  of  the  Federal 
Aviation  Regulations.  Reprinted  1973. 
($2.05  GPO.)  PAA  5.8  2:049,  962.  SN 
050-011-00004-6. 

21  — IB  .'special  Flight  Permits  for  Oper¬ 
ation  of  Overweight  Aircraft  (7— 3(k- 
69). 

Furnishes  guidance  concerning  special 
flight  permits  necessary  to  operate  an 
aircraft  In  excess  of  Its  usual  maximum 
certificated  takeoff  weight. 

21— .vD  Summary  of  Supplemental  Type 
Ortifieates  (Announcement  of  .Avail¬ 
ability)  (4—7—76). 

Announces  the  availability  to  the  pub¬ 
lic  of  the  new  Summary  of  Supplemental 
Type  Certificates  (SSTC) ,  dated  January 
1976.  (See  back  of  this  checklist  under 
"Internal  Directives”  for  further  infor¬ 
mation.) 

21—6  Production  Under  Type  Certificate 
Only  (5-26-67) < 

Provides  information  concemlng  Sub- 
part  F  of  FAR  Part  21.  and  sets  forth 
examples,  when  necessary,  of  acceptable 
means  of  compliance  with  Its  require¬ 
ments. 

21— 7A  Certification  and  Approval  mt 
Iniport  Pkodacla  (11-24-69). 

Provides  guldanee  and  Information 
rdatlTe  to  UJB.  eerttfleatlon  and  ap- 
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proval  of  Import  aircraft,  aircraft  en¬ 
gines  and  propellers  that  are  manufac¬ 
tured  In  a  foreign  country  with  which 
the  United  States  has  an  agreement  for 
the  acceptance  of  those  products  for  ex¬ 
port  and  Import. 

2 1  —8  Aircraft  Airworthiness ;  Restricted 
Category:  Certification  of  Aircraft 
With  Uncertificated  or  Altered  En* 
gines  or  Propellers  (5—21—69). 

Sets  forth  acceptable  means  of  sub¬ 
stantiating  that  uncertificated  or  altered 
engines  and  propellers  have  no  unsafe 
features  for  type  certification  of  air¬ 
craft  In  the  restricted  category. 

21—9  Manufacturers  Reporting  Failures, 
Malfunctions,  or  Defects  (12— SO¬ 
TO). 

Provides  information  to  assist  manu¬ 
facturers  of  aeronautical  products  (air¬ 
craft,  aircraft  engines,  propellers,  appli¬ 
ances,  and  parts)  in  notifying  the  Fed¬ 
eral  Aviation  Administration  of  certain 
failures,  malfimctions,  or  defects,  re¬ 
sulting  from  design  or  quality  control 
problems.  In  the  products  which  they 
manufacture. 

21—10  Flight  Recorder  Underwater  Lo> 
eating  Device  (5—20—71). 

Provides  one  acceptable  means  (not 
the  only  means)  of  lowing  compliance 
with  the  luiderwater  locating  device  re¬ 
quirements  of  FAR  25.1459  and  FAR 
121.343. 

21—11  Quality  Assurance  Systems  Anal¬ 
ysis  Review  (QASAR)  Program 
Manufacturers/ Suppliers  (  5—26— 

72). 

Explains  the  objectives  and  concept  of 
the  FAA’s  subject  program. 

21—12  Application  for  U.S.  Airworthi¬ 
ness  Certificate,  FAA  Form  8130—6 
(OMB  04-R0058)  (1-17-73). 

Provides  Instructions  on  the  prepara¬ 
tion  and  submittal  of  subject  form. 

21—13  Standard  Airworthiness  Certifica¬ 
tion  of  Surplus  Military  Aircraft  and 
Aircraft  Built  from  Spare  and  Sur¬ 
plus  Parts  (4—5—73). 

Provides  guidance  and  instructions  on 
establishing  eligibility  and  submitting 
application  for  civil  airworthiness  cer¬ 
tification  of  surplus  military  aircraft  and 
aircraft  assembled  from  spare  and  sur¬ 
plus  parts,  under  FAR  21.183(d)  when 
an  FAA  IVpe  Certificate  has  been  Issued 
under  FAR  21.21  or  FAR  21.27. 

21—14  The  Role  of  Simulation  in  the 
Aircraft  Certification  Process  (6— 
12-75). 

Informs  the  aviation  Industry  that  the 
FAA  Intends  to  conduct  an  exploratory 
program  to  determine  the  degree  to 
which  simulation  can  support  the  air¬ 
craft  certification  process. 

21.25-1  Use  of  Restricted. Category  Air¬ 
planes  for  Glider  Towing  (d^^O^S). 

Announces  that  glider  towing  is  now 
considered  to  be  a  special  purpose  for 
type  and  airworthiness  certification  In 
the  restricted  category. 


21303— 1 A  Certification  Procedures  for 
Products  and  Parts  (ft-10-72). 

Provides  Information  concerning  sec¬ 
tion  21.303  of  Federal  Aviation  Regula¬ 
tions,  Part  21,  and  to  set  forth  examples, 
as  necessary,  of  acceptable  means  of 
compliance  with  Its  requirements. 

21.303—2  Availability  of  Listing,  *‘Parta 
Manufacturer  Approvals'*  —  1975 
(3-31-76). 

Announces  the  availability  of  the  parts 
listing  from  the  Superintendent  of  Docu¬ 
ments  at  a  price  of  $15. 

23.1329—1  Automatic  Pilot  Systems  Ap¬ 
proval  (Non-Transport)  (12—23— 
65). 

Sets  forth  an  acceptable  means  by 
which  compliance  wi^  the  automatic 
pilot  installation  requirements  of  FAR 
23.1329  may  be  shown. 

25—2  Extrapolation  of  TakiK>ir  and 
Landing  Distance  Data  Over  a  Range 
of  Altitude  for  Tuiliine-Powered 
Transport  Aircraft  (7—9-64). 

Sets  forth  acceptable  means  by  which 
compliance  may  be  shown  with  the  re¬ 
quirements  in  CAR  4b  and  SR-422B. 

25—4  Inertial  Navigation  Systems  (INS) 
(2-18-66). 

Sets  forth  an  acceptable  means  for 
complying  with  rules  governing  the  in¬ 
stallation  of  Inertial  navigation  systems 
in  transport  category  aircraft. 

25—5  Installation  Approval  on  Transport 
Category  Airplanes  of  Cargo  Unit 
I^ad  Devices  Approved  as  Meeting 
the  Criteria  in  NAS  3610  (6-3—70). 

Sets  forth  an  acceptable  means,  but 
not  the  sole  means,  of  complying  with 
the  requirements  of  the  Federal  Aviation 
Regtilations  (FAR’s)  applicable  to  the 
Installation  on  transport  category  air¬ 
planes  of  cargo  unit  load  devices  ap¬ 
proved  as  meeting  the  criteria  in  NAS 
3610. 

25—6  Ground  Proximity  Warning  Sys¬ 
tems  (GPWS)  (12-31-74). 

Outlines  acceptable  ground  proximity 
warning  system  performance.  System 
performance,  other  than  that  described, 
may  also  be  acceptable  when  adequately 
substantiated. 

25.253— 1  High-Speed  Characteristics 
(11-24-65). 

Sets  forth  an  acceptable  means  by 
which  ccunpUance  may  be  shown  with 
FAR  25.253  during  certification  filght 
tests. 

25.253- 1  CH  1  (1-1(1-66). 

Provides  amended  information  for  the 
basic  advisory  circular. 

25.981— lA  Guidelines  for  Substantiat¬ 
ing  Compliance  With  the  Fnd  Tank 
Temperature  Recfnirements  (1—20— 
71). 

Sets  forth  some  general  guidelines  for 
substantiating  ocnnpllanc'  with  fud  tank 
temperature  airworthiness  standards, 
section  25.981. 


25.1329— 1 A  Automatic  Pilot  System  Ap¬ 
proval  (7—8—68). 

Sets  forth  an  acceptable  means  by 
which  compliance  wl^  the  automatic 
pilot  Installation  requirements  of  FAR 
25.1329  may  be  shown. 

25.1457 — lA  Cockpit  Voice  Recorder  In¬ 
stallations  (11—3—69). 

Sets  forth  one  acceptable  means  of 
compliance  with  provisions  of  FAR 
25.1457  (b),  (e),  and  (f)  pertaining  to 
area  microphones,  cockpit  voice  recorder 
location,  and  erasure  features. 

29—1  Approval  Basis  for  Automatic  Sta¬ 
bilization  Equipment  (ASE)  Instal¬ 
lations  in  Rotorcraft  (12—26^3). 

Gives  means  for  compliance  with  flight 
requirements  in  various  CAR’s. 

29-1  CH  1  (3-26-64). 

Transmits  revised  information  about 
the  time  delay  of  automatic  stabilization 
equipment. 

29.773—1  Pilot  Compartment  View  (1— 
19-66). 

Sets  forth  acceptable  means,  not  the 
sole  means,  by  which  compliance  with 
FAR  29.773(a)  (1),  may  be  shown. 

33— IB  Turbine-Engine  Foreign  Object 
Ingestion  and  Rotor  Blade,  Contain¬ 
ment  Type  Certification  Procedures 
(4-22-70). 

Provides  guidance  and  acceptable 
means,  not  the  sole  means,  by  which 
compliance  may  be  shown  with  the  de¬ 
sign  and  construction  requirements, 
of  Part  33  of  the  Federal  Aviation 
Regulations. 

33—2.4  Aircraft  Engine  Type  Certifica¬ 
tion  Handbook  (6—5—72). 

Contains  guidance  relating  to  type  cer¬ 
tification  of  aircraft  engines  which  will 
constitute  acceptable  means,  although 
not  the  sole  means,  of  compliance  with 
the  Federal  Aviation  Regulations. 

33—3  Turbine  and  (Compressor  Rotors 
Type  Certification  Substantiation 
Procedures  (9—9—68). 

Sets  forth  guidance  and  acceptable 
means,  not  the  sole  means,  by  which 
compliance  may  be  shown  with  the  tur¬ 
bine  and  compressor  rotor  substantiation 
requirements  in  FAR  Part  33. 

36— 1 A  (Certificated  Airplane  Noise  Lev¬ 
els  (7-21-75). 

Provides  noise  level  data  for  airplanes 
certificated  imder  FAR  Part  36  since  its 
publication  on  Nov.  18, 1969. 

36— 2  Estimated  (Uncertificated)  Noise 

Levels  of  Aircraft  (9—21—76). 

Provides  estimates  of  noise  levels  from 
airplanes  not  certificated  to  PAR  Part 
36  standards. 

37—  2fA  Test  Procedures  for  Maximum 

Allowable  Airspeed  Indicators  (10— 
22-74). 

Provides  guidance  concerning  test 
procedures  which  may  be  used  in  show¬ 
ing  compliance  with  the  standards  in 
FAR  37.145  (TS<>-C46a) . 
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37— 3A  Radio  Technical  Ck>mniiii»ion  for 
AeronaatiM  Docum^nl  DO— 160  (3— 
20-75). 

This  circular  announces  RTCA  Docu¬ 
ment  DO-160  and  discusses  how  It  may¬ 
be  used  hi  connection  with  technical 
standard  order  auUiorlzatlons. 

•  39— 1 A  Jig  Fixtures;  Replarenioiil  of 
Wing  Attach  Angles  and  Doublers  on 
Douglas  Model  DC-3  Series  Aircraft 
Airworthiness  Directive  66—18—2  (3— 
5-70). 

Describes  methods  of  determining  that 
jig  fixtures  used  In  the  replacement  of 
the  subject  attached  angles  and  doublers 
meet  the  requirements  of  Airworthiness 
Directive  66-18-2. 

39— 6E  .Summary  of  Airwortliine>is  Di¬ 
rectives  (2—11—76). 

Announces  the  availability  of  Sum¬ 
mary  of  Airworthiness  Directives  dated 
January  1,  1976  from  the  PAA  In  Okla¬ 
homa  City  and  how  to  obtain  them. 

43— 2A  Minimum  Uarometry  for  Calibra¬ 
tion  and  Test  of  Atmospheric  Pres¬ 
sure  Instruments  (8-22—74). 

Sets  forth  guidance  material  which 
may  be  used  to  determine  the  adequacy 
of  barometers  used  In  the  calibration  of 
aircraft  static  Instruments  and  presents 
Information  concerning  the  general  op¬ 
eration,  calibration,  and  maintenance  of 
such  barometers. 

43—3  Nondc8tructi\c  Tt^sting  in  Aircraft 
(5-11-73). 

Reviews  the  basic  principles  underly¬ 
ing  nondestructive  testing.  ($0.75  GPO  > 
TD  4.8:T28/973.  SN  5007-00208 

43—4  Corrosion  C'ontrsd  for  Aircraft  (li— 
15-73). 

Summarizes  current  available  data  re¬ 
garding  Identification  and  treatment  of 
corrosive  attack  on  aircraft  structure 
and  engine  materials. 

43-4  CH  1  (3-1-74). 

Provides  additional  information  on 
identification  and  treatment  of  corro¬ 
sion  attack  on  aircraft  structures.  Adds 
a  new  Chapter  14 — Corrosion  control  of 
aircraft  used  in  agricultural  cropdusting 
operations. 

43-4  CH  2  (10-8-74). 

Clarifies  the  discussion  on  the  removal 
of  corrasion  and  treatment  of  corroded 
areas. 

43—5  AirworthineiHs  Directive*  for  Gen¬ 
eral  .Aviation  .Airt*raft  (8—13—74). 

Points  areas  of  misunderstanding  re¬ 
garding:  (1)  Aircraft  owners  and  op¬ 
erators’  responsibility  for  complying 
with  AD’s;  (2)  maintenance  personnel 
responsibilities  with  regards  to  perform¬ 
ance  of  AD's;  and  (3)  maintenance  rec¬ 
ords  entries  for  AD’s  required  by  FAR 
91.173(a)  (2)  (V)  and  PAR  43.9. 

43—6  Automatic  PreMure  Altitude  En¬ 
coding  Systems  and  Transponder 
Maintenance  and  Inspection  Prac- 
ticea  (9^19-74). 

Provides  Information  on  the  Installa¬ 
tion  of  encoding  altimeters  based  upon 


recently  acquired  operating  experience 
and  on  the  maintenance  of  ATC  trans¬ 
ponders. 

43—7  Ultrasonic  Testing  for  .Aircraft  (9— 
24-74). 

Describes  methods  used  In  ultrasonic 
nondestructive  testing,  discusses  the 
many  advantages,  and  points  out  the 
simplicity  of  the  tests.  Contains  many  Il¬ 
lustrations.  ($lGPO  )  ’rD4.402:UL8.SN 
050-007-00282-3. 

43—8  Maintaining  ll«>l  .Air  Balloons  in 
an  .Airworthy  Condition  (1—2—75). 

Contains  information  designed  to  as¬ 
sist  balloon  owners  and  (H>erators  in 
maintaining  hot  air  balloons  in  an  air¬ 
worthy  condition.  Advises  how  the  main¬ 
tenance  rules  of  PAR  Part  43  apply. 

13—9  Mainleiiaiic«‘  ItccordK:  General 
Aviation  .Aircraft  (2—19—75). 

Provides  Information  to  a.ssist  mainte¬ 
nance  personnel  In  fulfilling  their  re¬ 
sponsibility  under  FAR  Section  43.9. 

43—10  Mechanical  W’ork  Performed  on 
U.S.  and  Canadian  Registcri'd  .Aircraft 
(1-26-76). 

Provides  information  and  guidance  to 
aircraft  owners/operators  and  mainte¬ 
nance  personnel  concerning  mechanical 
work  performed  on  U.S.  registered  air¬ 
craft  by  Canadian  maintenance  person¬ 
nel  and  on  Granadian  registered  aircraft 
by  U.S.  maintenance  personnel. 

43—11  Reciprocating  Engine  Overhaul 
Terminologv  and  .*vtandard>>  (4—7— 
76). 

Discusses  engine  overhaul  terminology 
and  standards  that  are  u.sed  by  the  avia¬ 
tion  industry. 

13—12  Pr«‘v  ciilix  «•  Miiinlcnancc  (7— lt>— 
76). 

Provides  Information  concerning  pre¬ 
ventive  maintenance  and  who  may  per¬ 
form  it. 

43.9— 1C  Instruction  for  Completion  of 
FA  A  Form  337  (12-20-73). 

Provides  Instructions  for  completing 
revised  PAA  Form  337,  Major  Repair  and 
Alteration  (Airframe,  Powerplant.  Pro¬ 
peller,  or  Appliance) . 

4.3.13—  1 A  Acceptable  Methods,  Tech¬ 
niques  and  Practices— .Aircraft  In¬ 
spection  and  Repair  (4—17—72). 

Contains  methods,  techniques,  and 
practices  acceptable  to  the  Administra¬ 
tor  for  Inspection  and  repair  to  civil  air¬ 
craft.  Published  In  1973.  ($3.70— GPO.) 
TD  4.28/2:972.  SN  050-011-00058-5. 

43.13— lACHGl  (5-12-75). 

Transmits  new  and  revised  material 
for  basic  advisory  circular.  ($0.65 — 
GPO.)  TD  4.28  2  973  Ch.  1.  SN  050- 
007-00294-7. 

43.13— 2  Aoreptablc.  Methods,  Tech¬ 
niques,  and  Practices — .Aircraft  Al¬ 
terations  (4-19—66). 

Contains  methods,  techniques,  and 
practices  acceptable  to  the  Administra¬ 
tor  In  altering  civil  aircraft.  Published 


in  1965.  ($3.60-$4.50  foreign  Sub. — 

GPO.)  TD  4.28:973. 

Subscription  now  Includes:  Changes  1 
thru  14  Consolidated  Reprint  In  1973, 
Change  15  dated  1-15-74,  and  Change  16 
dated  8-12-74. 

43— 203A  Akimetcr  and  Static  System 
Tests  and  Inspections  (6  6  67). 

Specifies  acceptable  methods  for  test¬ 
ing  altimeter  and  static  system.  Also, 
provides  general  Information  on  test 
equipment  used  and  precautions  to  be 
taken. 

4.>-2  Idenliticalioii  and  Regi-lralion 
Alarking  (7—7—72). 

Provides  guidance  and  Information 
concerning  the  identification  and  mark¬ 
ing  requirements  of  Federal  Aviation 
Regulations  (FAR)  Parts  21  and  45,  and 
where  considered  helpful,  to  provide  an 
acceptable  means,  but  not  the  sole  means, 
of  compliance  with  the  regulations. 

47—1  A  .Aircraft  Registration,  Eligihililv, 
Identification  and  Activitv  Report 
(6-7-73). 

Advises  owners  and  operators  of  U.S. 
civil  aircraft  of  requirement  for  annual 
submission  of  current  Information  re¬ 
lated  to  aircraft  registration  eligibility, 
requests  similar  submission  of  informa¬ 
tion  related  to  Identification  and  activity 
of  aircraft;  and  to  call  attention  to  the 
availability  of  the  reporting  form  to  be 
u.sed. 

Airmen 

Subject  No.  60 

60— 2  M  .Annual  Aviation  Meehanic 
Safely  Awards  Program  (2-8-75). 

Provides  the  details  of  the  annual 
Aviation  Mechanic  Safety  Award.s  Pro¬ 
gram. 

6(k— 4  Pilot's  .Spatial  Divorienlalioii  (2— 
9-(»5). 

Acquaints  pilots  flying  under  visual 
flight  rules  with  the  hazards  of  disorien¬ 
tation  caused  by  the  loss  of  reference 
with  the  natural  horizon. 

60-6.A  Airplane  Flight  Manuals  (.AFM), 
Approv<>d  Manual  Materials,  Mark¬ 
ings,  and  Placards— —Airplanes  (2— 
9-76). 

Alerts  pilots  to  the  regulatory  require¬ 
ments  relating  to  the  subject  and  pro¬ 
vides  information  to  aid  pilots  to  comply 
with  these  requirements. 

68-9  Induction  Icing^Pilot  Pre«-aiilii>ii8 
and  Procedures  (2—28—73). 

Provides  the  pilot  with  Information  on 
the  causes  and  results  of  Induction  Icing 
In  reciprocating  aircraft  engines,  and 
the  precautions  he  should  take  to  reduce 
the  likelihood  of  icing,  and  the  means 
available  to  him  in  controlling  Icing 
when  it  is  encountered. 

60-10  Reconunended  Safety  Paranieler* 
for  Operation  of  Hang  Gliders  (5- 
16-74). 

Suggests  safety  parameters  for  the  op¬ 
eration  of  “hang  gliders’’  and  to  present 
the  ciurent  FAA  intent  with  respect  to 
the  regulation  and  operation  of  those 
vehicles. 


FEOERM  REGISTEff,  VOl  42,  NO.  52 — THURSOAV,  MARCH  17,  1977 


15016 


NOTICES 


60—11  Akb  Authorized  for  Use  by  Air¬ 
man  Written  Test  Applicants  (8— 
27-74). 

Clarifies  PAA  policy  concerning  aids 
that  applicants  may  use  when  taking 
airman  written  tests. 

60—12  Availability  of  Industry-Devel¬ 
oped  Guidelines  for  the  Conduct  of 
the  Biennial  Flight  Review  (2—11— 
76). 

Informs  all  PAA  certificated  flight  In¬ 
structors  of  the  availability  of.  and  how 
to  obtain,  the  industry-developed  guide¬ 
lines  for  the  conduct  of  the  Biennial 
Plight  Review. 

60—13  The  Accident  Prevention  Cx»un- 
selor  Program  (4—27—76). 

Provides  information  to  acquaint  the 
general  aviation  community  with  the  ac¬ 
cident  prevention  counselor  program  and 
outlines  the  ways  the  accident  preven¬ 
tion  counselor  force  enhances  aviation 
safety. 

60— 15  Puhlication  of  !Vew  ^  riUeii  Te>t 

Study  Guides  (12—3—76). 

Announces  the  revision  of  the  written 
test  study  guides  for  selected  testing 
areas  which  will  contain  representative 
questions  and  responses  used  in  the  cur¬ 
rent  PAA  certification  tests. 

61—  IE  Aircraft  Tvpe  Ratings  (3—22— 

76). 

Provides  designators  adopted  by  the 
Pederal  Aviation  Administration  for  air¬ 
craft  type  ratings  Issued  with  pilot 
certificates. 

61—2.4  Private  Pilot  (Airplane)  Fliglit 
Training  Guide  (9—1—64). 

Contains  a  complete  private  pilot  flight 
training  syllabus  which  consists  of  30 
lessons.  Reprinted  In  1972.  ($2.60  GPO.) 
PAA  5.8/2:P  64  4'964.  SN  050-011-0007- 
1. 

61— 8G— Instrument  Rating  (.4irplane) 
Written  Test  Guide  (5—31—72). 

Reflects  the  current  operating  proce¬ 
dures  and  techniques  in  a  background 
setting  appropriate  for  applicants  pre¬ 
paring  for  Uie  subject  test.  ($1.45  GPO.) 
TD  4.8:In  7/4/972.  SN  050-007-00183-5. 

61— 9B  Pilot  Transition  Courses  for 
Complex  Single-Engine  and  Light, 
Twin-engine  Airplanes  (1—15—74). 

A  guide  to  the  procedures  and  stand¬ 
ards  to  be  followed  for  a  thorough  and 
comprehensive  checkout  in  modem  sin¬ 
gle-  and  twin-engine  aircraft.  ($0.45 
GPO.)  TD  4.8:P  64  '6 '974.  SN  050-007- 
00226-2. 

61— lOA  Private  and  C.ommerrial  Pilots 
Ref resher  Courses  (9—27—72). 

Provides  a  syllabus  of  study  require¬ 
ments  and  describes  the  areas  of  train¬ 
ing  that  should  be  emphasized.  ($0.55 
GPO.)  TD  4.408:P64/6.  SN  050-011- 
00060-5. 

61— 12G  Student  Pilot  Guide  (4—24—75). 

Provides  guidance  for  student  pilots 
and  those  already  in  primary  flight 
training.  Updated  to  Include  require¬ 


ments  covered  In  the  revised  Part  61. 
($0.65  GPO.)  TD  4.8:P64/3/975.  SN 
050-007-00298-0. 

61— 13A  Basie  Helicopter  Handbook  (4— 
5-73). 

Provides  detailed  information  to  ap¬ 
plicants  preparing  for  private,  commer¬ 
cial,  and  flight  Instructor  pilot  certifi¬ 
cate  with  a  helicopter  rating  about  heli¬ 
copter  aerodynamics,  performance,  and 
flight  maneuvers.  It  will  also  be  useful 
to  certificated  helicopter  flight  instruc¬ 
tors  as  an  aid  in  training  students.  ($1.90 
GPO.)  TD  4.408:H  36  2.  SN  050-011- 
00064-6. 

61— 16\  Flight  ln>truclor*!«  lluiidhouk 
(10-14-69). 

Gives  guidance  and  information  to 
pilots  preparing  to  apply  for  flight  in¬ 
structor  certificates  and  for  use  as  a 
reference  by  flight  instructors.  ($2  GPO.) 
Reprinted  in  1972.  TD  4.408: In  7  3.  SN 
050-011-00031-3. 

61  — I8D  Airline  Traii<«pt»ri  Pilot  (.\ir> 
plane)  Written  Test  Guide  (2—14— 
75). 

Reflects  current  operating  procedures 
and  techniques  in  a  background  setting 
appropriate  for  applicants  preparing  for 
the  Airline  Transport  Pilot  (Airplane) 
Written  Test.  ($2.05  GPO.)  TD  4.8:P64 
5/  975.  SN  050-007-00301-3. 

61—19  Safety  Hazard  .4?<soeiat€Hl  IX'ith 
Simulated  Instrument  Flights  (12— 
4-64). 

Emphasizes  the  need  for  care  in  the 
use  of  any  device  restricting  visibility 
while  conducting  simulated  instrument 
flights  that  may  also  restrict  the  view  of 
the  safety  pilot. 

61—21  Flight  Training  Handbook  (1  — 
11-66). 

Provide  information  and  direction  in 
the  introduction  and  performance  of 
training  maneuvers  for  student  pilots, 
pilots  requalifying  or  preparing  for  ad¬ 
ditional  ratings,  and  flight  instructors. 
Reprinted  in  1969.  ($2.10  GPO.)  PAA 
1.8:P  64  4.  SN  050-007-0008-1. 

61—23.4  Pilot's  Handbook  of  .4eronau- 
tical  knowledge  (7—10—70). 
Contains  essential,  authoritative  in¬ 
formation  used  in  training  and  guiding 
applicants  for  private  pilot  certification, 
flight  Instructors,  and  flying  school 
staffs.  ($5.30  GPO.)  TD  4.408 :P  64 '5.  SN 
050-011-00051-8. 

61— 27B  Instrument  FIving  Haiidbtmk 
(9-22-70). 

Provides  the  pilot  with  basic  informa¬ 
tion  needed  to  acquire  an  PAA  instru¬ 
ment  rating.  It  is  designed  for  the  reader 
who  holds  at  least  a  private  pilot  certifi¬ 
cate  and  is  knowledgeable  in  all  areas 
covered  in  the  “Pilot’s  Handbook  of  Aero¬ 
nautical  Knowledge.”  ($3.35  GPO.)  TD 
4.8:In7  2/971.  SN  050-007-00067-7. 

61— 31B  Gyroplane  W’ritten  Test  Guide, 
Private  and  Commercial  (4—14—76). 

Provides  guidance  and  assistance  to 
applicants  who  are  preparing  for  the  Pri¬ 
vate  or  Commercial  Pilot  Certificate 


with  a  Rotorcraft-Gyroplane  Rating  un¬ 
der  the  provisions  of  PAR  Part  61. 

61— 32A  Private  Pilot  Written  Test  Guide 
(12-1-71). 

Provides  information,  guidelines,  and 
sample  test  items  to  assist  applicants  for 
the  Private  Pilot  Certificate  in  attaining 
necessary  aeronautical  knowledge  ($2.50 
GPO.)  TD  4.408 :P  64/971.  SN  050-011- 
00056-9. 

61— 34B  Federal  Aviation  Regulations 
^'ritten  Test  Guide  for  Private,  Com¬ 
mercial  and  Military  Pilots  (2—10— 
75). 

Outlines  the  scope  of  the  basic  knowl¬ 
edge  required  of  civilian  or  military  pilots 
who  are  studying  PARs  as  they  pertain 
to  the  Regulations  terminology;  to  the 
certification  of  private  and  commercial 
pilots;  to  the  operation  of  aircraft  in  the 
national  airspace;  and  to  the  require¬ 
ments  of  the  National  Transportation 
Safety  Board.  Por  use  as  a  g\iide  in 
preparing  for  the  PAR  Written  Test. 
($0.70  GPO.)  TD  4.8:P64/975.  SN  050- 
007-00288-2. 

61—42.4  .4irline  Transport  Pilot  (Heli¬ 
copter)  ^'ritlen  Test  Guide  (1—20— 
72). 

Describes  the  type  and  scope  of  re¬ 
quired  aeronautical  knowledge  covered 
in  the  written  tests,  lists  reference  mate¬ 
rials  available  from  GPO  bookstores,  and 
presents  sample  test  items  with  answers 
and  explanations.  ($0.70  GPO).  TD 
4.408  :H  36/972.  SN  050-011-00057-7. 

61  —  13.4  Glider  Pilot  Written  'I'esl 
(hiide — Private  and  Cx>mmercial  (1— 
12-72). 

Provides  information,  guidelines,  and 
sample  test  items,  to  assist  applicants  for 
the  Glider  Pilot  certificate  in  attaining 
necessary  aeronautical  knowledge. 

61—45  Instrument  Rating  (Helicopter) 
Written  Test  Guide  (1—24—68). 

Assists  applicants  who  are  preparing 
for  the  helicopter  instrument  rating. 
Presents  a  study  outline,  study  materials 
and  a  sample  test  with  answers. 

61—46  Flight  Instructor  Procedures  (6— 
4-69). 

Informs  flight  instructors  of  the  pro¬ 
cedures  involved  in  the  renewal  of  re¬ 
instatement  of  Flight  Instructor  Cer¬ 
tificates,  qualification  for  “Gold  Seal” 
certificates,  and  endorsing  student  pilot 
logbooks  for  various  operations. 

61—17  Use  of  Approach  Slope  Indicators 
for  Pilot  Training  (9—1^70). 

Informs  pilot  schools,  flight  instruc¬ 
tors  and  student  pilots  of  the  recom¬ 
mendation  of  the  Federal  Aviation 
Administration  on  the  use  of  approach 
slope  indicator  systems  for  pilot  train¬ 
ing. 

61—50.4  Airplane  Flight  Characteristics 
and  Techniques  Associated  with  Op¬ 
eration  in  the  “Region  of  Revers^ 
Command”  (3—15—76). 

Provides  the  general  aviation  pilot 
with  a  ready  reference  to  the  basic  areo- 
dynamics  involved  in  slow  speed  flight  at 
or  near  minimum  control  speed. 
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61—31  Reportini;  Flight  Time  on  Pilot 
Applications,  FAA  Form  8420—3  (fr— 
26-72). 

Advises  applicants  of  the  Importance 
of  entering  their  pilot  flight  time  on 
subject  form.  (OBM  No.  04-R0064.> 

61— 32B  Flight  Instructor  of  the  Year 
Award  Program  (1—^74). 

Provides  the  details  of  the  Flight  In¬ 
structor  of  the  Year  Award  Program. 

61-34.A  Private  Pilot  .Airplane  . . .  Flight 
Test  Guide  (4—18—73). 

Contains  information  and  guidance 
concerning  the  pilot  operations,  proce¬ 
dures,  and  maneuvers  relevant  to  the 
airplane  category  with  a  single-engine 
land /sea  or  multiengine  land, 'sea  rating. 
($1.35  GPO.)  TD  4.408 :P64/2 '975.  SN 
050-007-00300-5. 

61— 33.\  Gumiiiercial  Pilot  .Airplane  ... 
Flight  Test  Guide  (4-23-73). 

Assists  the  applicant  and  the  instruc¬ 
tor  in  preparing  for  the  flight  test  for 
certification  as  a  commercial  pilot  with 
single  engine  land  or  sea  rating  and  for 
multiengine  land  or  sea  ratings.  ($1.10 
GPO.)  TD  4.408  :Ai7  7.  SN  050-007- 
00295-5. 

61— 36.A  Fliglit  Test  Guide,  Itislriinieiit 
Pilot  .Airplane  (5—7—76). 

Assists  the  applicant  and  the  instruc¬ 
tor  in  preparing  for  the  flight  test  for  the 
Instrument  Pilot  Airplane  Rating.  ($0.55 
GPO)  TD  4.408:IN/7/2/976.  SN  050- 
007-00343-9. 

61— 37.A  Type  Rating.  Airplane,  Flight 
Test  Guide  (5— 1—7.3). 


GPO.)  TD  4.408:099 '973.  SN  050-011- 

oooe6-«. 

61—61  Private  and  Commercial  Pilot 
Glider,  FKght  Teat  Guide  (4—27—73). 

Assist  the  applicant  and  his  Instruc¬ 
tor  in  preparing  for  the  flight  test  for 
the  Private  and  the  Commercial  »»ilot 
Certificate  with  Glider  Rating  under 
Part  61  (revised).  ($0.70  GPO.)  TD 
4.408:049.  SN  050-011-00068-2. 

61—62  Private  and  ('.ommercial  Pilot 
Free  Balloon  ....  Flight  Test  Guide 
(June  1973). 

Assists  the  applicant  and  his  instruc¬ 
tor  in  preparing  for  the  flight  test  for 
the  Private  Pilot  or  Commercial  Pilot 
Certificate  with  a  lighter-than-air  cate¬ 
gory  and  free  balloon  cla.ss  rating  under 
Part  61  (revised) . 

61—6.3  Flight  Test  Guide,  Pri\ate  and 
Commereial  Pilot — l.igliter-Tlian-Air 
.\irship  (5—23—74). 

Establishes  a  new  concept  of  pilot 
training  and  certification  requirements. 
To  provide  a  transition  to  these  revised 
requirements.  Part  61  (revi.-ed)  permits 
the  applicant,  for  a  period  of  1  year  after 
the  effective  date,  to  meet  either  the  pre¬ 
vious  requirements  for  the  Private  ^ot 
Certificate  as  outlined  in  Part  61,  prior  to 
November  1.  1973.  ^ 

61—64  Flight  Tc^l  Guide-  Instrument 
Pilot  Helicopter  (7—23—73). 

A.ssists  the  applicant  and  his  instructor 
in  preparing  for  the  flight  test  for  the  in¬ 
strument  Pilot  Helicopte*-  Rating  under 
the  revised  Part  61  ($0.55  GPO.)  TD 
408:H36/4.  SN  050-007-00215-7. 


Contains  information  and  guidance 
concerning  the  pilot  operations,  proce¬ 
dures,  and  maneuvers  relevant  to  the 
flight  test  required  for  an  Airplane  Tj’pe 
Rating.  ($0.70  GPO.)  TD  4.408 :M91  975. 
SN  050-007-00299-8. 

61—58  Flight  Instructor  Priictical  Test 
Guide  (5—1—73). 

Outlines  new  requirements  based  on 
changes  to  FAR  Part  61,  Certification  of 
Pilots  and  Flight  Instructors.  ($0.50 
GPO.)  TD  4.408: In  7/5.  SN  050-011- 
00067-4. 

61—59  Private  and  Comiiicrcial  Pilot, 
Flight  Test  Guide  (3—24—73). 

Assist  the  applicant  and  his  instruc¬ 
tor  in  preparing  for  the  flight  test  for 
the  Private  or  Commercial  Pilot  Rotor- 
craft  Certificate  with  Helicopter  Rating 
imder  Part  61  (revised).  ($0.75  GPO.) 
TD  4.408  :H36/3.  SN  050-007-00209-2. 

61—60  Private  and  Commercial  Pilot 
Gyroplane,  Flight  Test  Guide  (May 
1973). 

Outlines  appropriate  pilot  operations 
and  the  minimum  standards  for  the  per¬ 
formance  of  each  procedure  or  maneu¬ 
ver  vddeh  will  be  acc^ted  by  the  ex¬ 
aminer  as  evidence  of  the  pilot’s  com¬ 
petency,  imder  Part  61  (revised).  ($0.65 


61—63  Part  61  (Revised)  Certification: 
Pilot  and  Flight  Instructors  (9—3— 
73). 

Informs  pilots  and  flight  instructors 
of  the  changes  in  Part  61.  revised  Janu¬ 
ary  23,  1973.  their  effects,  and  the 
standards  and  procedures  which  will  be 
used  in  implementing  them. 

61—66  .Annual  Pilot  in  C<  niniand  Pro¬ 
ficiency  Checks (11—2—73). 

Presents  material  relating  to  annual 
proficiency  checks  required  for  pilots-ln- 
conunand  of  civil  aircraft  type  certifi¬ 
cated  for  more  than  one  required  pilot 
crewmember,  other  than  those  operat¬ 
ing  under  Parts  121,  123,  127,  133,  135, 
and  137. 

61—67  Hazards  .Associated  with  Spins  in 
Airplanes  Prohibited  from  Inten¬ 
tional  Spinning  (2—1—74). 

Informs  pilots  of  the  airworthiness 
standards  for  the  type  certification  of 
small  airplanes  prescribed  in  Section 
23.221  of  the  Federal  Aviation  Regula¬ 
tions  concerning  spin  maneuvers. 

61-68  Flight  Instructor  Refresher  Clin¬ 
ics— Scheduling,  Attendance,  Facili¬ 
ties,  and  Equipment  (2—27—74). 

Provides  guidance  to  sponsors  regard¬ 
ing  scheduling,  required  facilities  and 
equipment,  and  attendance  control  at 


Flight  Instructor  Refresher  Clinics  in 
which  the  Flight  Instructor  Refresher 
Unit  (FIRU)  participates. 

61—70  Flight  Instructor  Instrument — 
.Airplane^Written  Test  Guide  (3— 
29-74). 

Provides  guidance  for  the  applicant  by 
outlining  the  scope  of  knowledge  required 
for  the  Flight  Instructor  Certificate  '^th 
an  Instrument  Airplane  Rating.  ($1.65 
GPO.)  TD  4  8:In  7  6.  SN  050-007-00252- 
1. 

61—71  Commercial  Pilot — Airplane — 
VI'ritIcn  Test  Guide  (4—9—74). 

Assist  applicants  who  are  preparing 
for  the  Commercial  Pilot-Alrplane-Writ- 
teu  Test  based  on  the  requirements  of 
FAR  Part  61  (revised)  which  became  ef- 
fecUve  Nov,  1.  1973.  ($1.00  GPO.)  TD 
4.408  :P64/4.  974.  SN  050-011-00070-4. 

61—72  Flight  Instructor — Airplane  - 
Written  Test  (inide  (4—9—74). 

A.ssists  applicants  who  are  preparing 
for  the  Flight  Instructor  certificate  with 
Airplane  Rating  based  on  the  revised  pro¬ 
visions  of  FAR  Part  61  which  became  ef¬ 
fective  Nov.  1.  1973.  ($1.45  GPO.)  TD 
4.408: In  7/974.  SN  050-007-00251-3. 

61—73  Private  and  Commercial  Pilot 
Rulorcraft — Helicopter  Written  Test 
Guide  (8-8-74). 

Assists  applicants  who  are  preparing 
for  the  Private  or  Commercial  I^ot  cer¬ 
tificate  with  a  Rotorcraft — Helic(q>ter 
rating  under  the  provisions  of  FAR  Part 
61  (revised).  ($1.20  GPO.)  TD  4.408: 
P64  7.  SN  050-007-00265-3. 

.\C  61—74  Flight  In.vtructor  Rotorcraft — 
Helicopter  Written  Test  Guide  (5—8— 
74). 

Assists  applicants  who  are  preparing 
for  the  Flight  Instructor  Certificate  with 
a  Rotorcraft — Helicopter  Rating.  ($1.45 
GPO.)  TD4.408:R74.  SN  050-007-00272- 
6. 

.V(]  61—73  Flight  Instructor^— Glider — 
Written  Test  Guide  (9—18—74). 

Assists  applicants  who  are  preparing 
for  the  Flight  Instructor — Glider  Writ¬ 
ten  Test.  ($1.10  GPO.)  TD  4.4C8:G  49/2. 
SN  050-007-00271-8. 

61—77  Airline  Transport  Pilot  .Airplane 
Practical  Test  Guide  (Part  61  Re¬ 
vised)  (4-23-74). 

Designed  to  assist  the  applicant  and 
his  instructor  in  preparing  for  the  Air¬ 
line  Transport  Pilot  Certificate  with  an 
Airplane  Rating  under  PAR  Part  61  (re¬ 
vised).  ($0.50  GPO.)  TD  4.408:  AI7  4  974. 
SN  050-007-00257-2. 

61—81  Private  and  Commercial  Pihit— 
Glider — W’rilten  Test  Guide  (4—27— 
76). 

Contains  a, comprehensive  study  out¬ 
line  and  a  list  of  recommended  study 
materials.  Sample  study  questions  and 
illustrations  pertinent  to  the  subject  of 
glider  flying  are  included. 
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61-83  NaUoojJIy  Schednled  Federal 
Aviation  Administration  (FAA)*A|h 
proved,  Indnstrjr-Condneted  Flight 
Instructor  Refresher  Qinics  (9-3— 
76). 

Announces  a  concept  pertaining 
to  FAA-approved,  taidustry-condncted 
Flight  Instructor  Refresher  Clinics,  out¬ 
lines  procedures  for  approval,  and  In¬ 
vites  participation  by  Interested  Indus¬ 
try  groups. 

63— IB  Flight  Engineer  Written  Test 
Guide  (10-22-70). 

Provides  Information  to  prospective 
flight  engineers  and  others  Interested  in 
this  certification  area.  Contains  Informa¬ 
tion  about  certification  requirements  and 
describes  the  type  and  scope  of  the  writ¬ 
ten  test.  Lists  appropriate  study  and  ref¬ 
erence  material  and  presents  sample 
questions  similar  to  those  found  in  the 
official  written  tests.  ($0.85  GPO.)  TT> 
4.8 :En  3/971.  SN  050-007-00164-9. 

63— 2A  Flii^t  Navigator  Written  Test 
Guide  (4-4-69). 

Defines  the  scope  and  narrows  the  field 
of  study  to  the  basic  knowledge  required 
for  the  FUght  Navigator  Certificate.  Pub¬ 
lished  In  1969.  ($0.70  GPO.)  TD  4.8:P 
64/2.  SN  050-007-00064-2. 

6.7—20  Airframe  and  Powerplant  Me¬ 
chanics  Ortifieation  Guide  (1-3(K- 
76). 

Provides  information  to  prospective 
airframe  and  powerplant  mechanics  and 
other  persons  Interested  In  FAA  certifi¬ 
cation  of  aviation  mechanics.  ($1.30 
GPO.)  TD  4.8A1  7/6/976.  SN  050-007- 
00331-5. 

65— 4B  Aircraft  Dispatcher  W'ritten  Test 
Guide  (7—25—72). 

Describes  the  type  and  scope  of  aero¬ 
nautical  knowledge  covered  by  the  air¬ 
craft  dispatcher  written  examination, 
lists  reference  materials,  and  presents 
sample  questions.  ($1.40  GPO.)  TD 
408 :  A1 7/6.  SN  050-007-00190-8. 

6.5— 5A  Parachute  Rigger— Senior/  Mas- 
tei— Gertification  Guide  ( 1 2-20- 
74). 

Provides  Information  on  how  to  apply 
for  a  parachute  rigger  certificate  br  rat¬ 
ing  and  assists  the  applicant  In  prepar¬ 
ing  for  the  written,  oral,  and  practical 
tests.  ($0.75  GPO.)  TD  4.408 :P21.  SN 
050-007-00287-4. 

65—9  Airframe  and  Powerplant  Mechan- 
ica — General  Handbook  (8—2^70). 
(Out  of  print.  Being  revised.) 

Designed  as  a  study  manual  for  per¬ 
sons  preparing  for  a  mechanic  certificate 
with  airframe  or  powerplant  ratings. 
Emphasis  In  this  volume  Is  on  theory  and 
methods  of  application,  and  is  Intended 
to  provide  basic  Information  on  prin¬ 
ciples,  fimdamentals,  and  airframe  and 
powerplant  ratings.  Reprinted  In  1973. 
($6  GPO  )  TD  4.408: A1  7/2  SN  050-011- 
0052-6. 


65— llA  Airframe  and  Powerplant 

ehanics  Ccstificalion  Information 
(4-21-71). 

Provides  answers  to  questions  most 
frequently  asked  about  Federal  Aviation 
Administration  certification  of  avlatlcm 
mechanics.  ($0.40  GPO.)  TD  4.8:A1:7/ 
21/971.  SN  060-007-00171-1. 

65—12  Airframe  and  Powerplant  Me¬ 
chanics  Powerplant  Handbook  (9— 
25-70). 

Designed  to  familiarize  student  me¬ 
chanics  with  the  construction,  Uieory 
of  operation,  and  maintenance  of  air¬ 
craft  powerplants.  Reprinted  In  1973. 
($6.05  GPO.)  TD  4.408  ;A1  7/3.  SN  050- 
007-00157-6. 

65— 13B  FAA  Inspection  Aulhoriaation 
Directory  (11—2(^76). 

Provides  a  new  directory  of  all  FAA 
certificated  mechanics  who  hold  an' In¬ 
spection  authorization  as  of  July  31, 1976. 

65—15  Airframe  and  Powerplant  Me- 
dianics  Airframe  Handbook  (9—18- 
72). 

Designed  to  familiarize  student  me¬ 
chanics  with  airframe  construction,  re¬ 
pair,  and  the  (H>erating  theory  of  air¬ 
frame  systems.  Reprinted  In  1973.  ($5.05 
GPO.)  TD  4.408  ;A1  7/5.  SN  050-007- 
00174-6. 

65—18  Report  Availability  of  a  Survey 
of  the  Aviation  Mechanics  Occupa¬ 
tion  (9—4—74). 

Announces  the  public  availability  of 
the  1974  report  on  a  Survey  of  the  Avia¬ 
tion  Mech^mlcs  Occupatlcm. 

65— 19A  Inspection  Authorization  Study 
(;uide  (11-17-76). 

Provides  guidance  for  persons  who 
conduct  annual  and  progressive  Inflec¬ 
tions  and  approve  major  m;>alrs  and/or 
alternations  of  aircraft.  It  stresses  the 
Importance  that  certificated  mechanics, 
holding  lA’s,  have  in  air  safety.  Primarily 
Intended  for  mechanics  who  hold  or  are 
preparing  to  take  the  test  for  an  inspec¬ 
tion  authorization.  ($0.65  GPO.)  SN  050- 
007-00332-3. 

67—1  Medical  Information  for  Air  Am¬ 
bulance  Operators  (3—4—74). 

Provides  persons  or  groups  Interested 
or  involved  In  civil  air  ambulance  activi¬ 
ties  with  Information  governing  the 
transport  of  patients  by  air. 

67—2  Medical  Handbook  for  Pilots  (5— 
15-74). 

An  aviation  medicine  handbook  writ¬ 
ten  In  pilots  language  that  provides  guid¬ 
ance  on  when,  and  when  not,  to  fiy.  Em¬ 
phasizes  the  fact  that,  to  be  a  good' 
pilot,  you  must  be  physically  fit,  psy¬ 
chologically  sound,  and  well  trained.  De¬ 
signed  to  complement  the  Pilots  Hand¬ 
book  of  Aeronautical  Knowledge.  ($1.45 
GPO.)  TD  4.8:M46/3.  SN  050-007-90254- 
8. 


Airspace 
Subject  No.  70 

7<)-2A  Airspace  Utflization  Considera¬ 
tions  in  the  Proposed  Construction, 
Alteration.  Activation  and  Deactiva- 
tJon  of  Aiiports  (12-26-76). 

Advises  those  persons  proposing  to 
construct,  alter,  activate  er  deactivate 
a  civil  or  joint-use  (clvU/mlUtau^)  air¬ 
port,  for  which  Federal  aid  has  not  been 
requested  of  the  Federal  Aviation 
Administration. 

70/7460— IE  Obstruction  Marking  and 
Lighting  (11—1—76). 

Describes  FAA  standards  on  obstruc¬ 
tion  marking  and  lighting  and  estab¬ 
lishes  the  methods,  procedures,  and 
equipment  types  for  both  aviation  red 
and  hlgh-lntenslty  white  obstruction 
lights. 

70/7460-2E  Proposed  Construction  or 
Alteration  of  Objects  that  may  AfTcc-i 
the  Navigable  Airapace  (7—5—73). 

Advises  those  persons  proposing  to 
erect  or  alter  an  object  that  may  affect 
the  navigable  airspace  of  the  require¬ 
ment  to  submit  a  notice  to  the  Adminis¬ 
trator  of  the  Federal  Aviation  Admlni.s- 
tratlon  (FAA) . 

70/7460— 3  Petitioning  the  Administra¬ 
tor  for  Discretionary  Review ;  Section 
77.37,  FAR  (8-8-68). 

Revises  and  updates  Information  con¬ 
cerning  the  submission  of  petitions  to  the 
Administrator  for  review,  extension,  or 
revision  of  determinations  Issued  by  re¬ 
gional  directors  or  their  designees. 

73—1  EstaMishment  of  Alert  .4reas  (.3— 

11-68). 

Annoimces  the  establishment  of  alert 
areas  and  sets  forth  the  procedures 
which  FAA  will  follow  In  establishing 
such  areas. 

Air  Traffic  Control  and  General  Operations 
Subject  No.  90 

90— 1 A  Civil  Use  of  U.S.  Government  Pro¬ 
duced  Instrument  Approach  Charin 
(4-10-68). 

Clarifies  landing  minimums  require¬ 
ments  and  revises  Instrument  approach 
charts. 

90—5  Coordination  of  Air  Traffic  Control 
Procedures  and  Criteria  ((^13—63). 

States  Air  Traffic  Service  policy- re¬ 
specting  coordination  of  air  traffic  pro¬ 
cedures  and  criteria  with  outside  ageiv 
cies  and/or  organizations. 

90— 12B  Severe  Weather  Avoidanre  (6- 
18-76). 

Warns  all  pilots  concerning  filght  In 
the  vicinity  of  known  or  forecasted 
severe  weather,  severe  turbulence  and 
ball  and  advises  them  that  air  traffic 
control  facilities,  even  though  equipped 
with  radar,  mli^t  not  alwajrs  have  the 
capability  nor  be  In  a  position  to  provide 
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assistance  for  circumnavigation  of  areas 
of  severe  weather. 

00.>14^A  Altitude— Temperature  Effect 
on  Aircraft  Performance  (1-26-68). 

Introduces  the  Denalt  Performance 
Computer  and  reemphasizes  the  hazard¬ 
ous  effects  density  altitude  can  have  on 
aircraft. 

90-23D  Wake  Turbulence  (12-15-72). 

Alerts  pilots  to  the  hazards  of  aircraft 
trailing  vortex  wake  turbulence  and  rec¬ 
ommends  related  operational  procedures. 

90—34  Accidents  Resulting  from  Wheel* 
burrowing  in  Tricycle  Gear  Equipped 
.Aircraft  (2—27—68). 

Explains  “wheelbarrowlng",  the  cir¬ 
cumstances  under  which  It  Is  likely  to 
occur,  and  recommended  corrective 
action. 

90—42.4  Traffic  Advisory  Practices  at 
Nontower  Airports  (8-16-72). 

Establishes,  as  good  (derating  prac¬ 
tices,  procedures  for  pilots  to  be  ap¬ 
prised  of  or  exchange  traffic.  Informa¬ 
tion,  when  approaching  or  departing  un¬ 
controlled  airports. 

90— 43C  Operations  Reservations  for 
High-Density  Traffic  Airports  (11— 
14-71). 

Advises  the  aviation  ctHnmunlty  of 
the  means  for  all  aircraft  operators,  ex¬ 
cept  helicopters,  scheduled  and  supple¬ 
mental  air  carriers  and  scheduled  air 
taxis,  to  obtain  a  reservation  to  operate 
to  and/or  from  designated  high- density 
traffic  airports. 

.AC  90— 45A  Approval  of  Area  Navigation 
Systems  for  Use  in  the  U.S.  National 
.Airspace  System  (2—21—75). 

Provides  guidelines  for  Implementation 
of  two-dimensional  area  navigation  (2D 
RNAV)  within  the  U.S.  National  Air¬ 
space  System  (NAS).  Provides  for  both 
VOR/DME  dei>endent  systems  and  self- 
contained  systems  such  as  Inertial  Navi¬ 
gation  Systems  (INS) . 

90-45 A  Ch  1  (9-15-75). 

90-43A  Ch  2  (7-22-76). 

90—18  Pilots*  Role  in  Collision  Avoid¬ 
ance  (3—20—70). 

Alerts  all  pilots  to  the  midair  collision 
and  near  midair  collision  hazard  and  to 
emphasize  those  basic  problem  areas  of 
concern,  as  related  to  the  human  casual 
factors,  where  Improvements  In  pilot  ed¬ 
ucation,  operating  practices,  procedures, 
and  techniques  are  needed  to  reduce 
midair  conflicts. 

.AC  90— 30.A  YHF  Radio  Frequency  As¬ 
signment  Flan  for  Aeronautical  Op¬ 
erations  (2—7—75). 

Describes  the  civil  air  traffic  control 
assignment  of  frequencies  in  the  very 
high  frequency  (118-136  MHz)  band. 

90— 54.A  Cruise  Clearances  (11—27—73). 

Provides  the  aviation  community  guid¬ 
ance  when  operating  under  a  “cruise” 
clearance. 


98— 58C  VOR  Course  Errors  Resulting 
from  50  kHx  Channel  Selection  (4— 
7-75). 

Provides  Information  concerning  a  po¬ 
tentially  hazardous  situation  when  a 
200  channel  VOR  receiver  Is  Inadvert¬ 
ent^  mlstuned  by  50  kHz  from  the  fre¬ 
quency  of  a  100  kHz  ground  station. 

90—59  Arrival  and  Departure  Handling 
of  High-Performance  .Aircraft  (2— 
28-72). 

Describes  ATC  handling  of  high-per¬ 
formance  aircraft  In  terminal  areas. 

90—60  V'eather  Observation  Reporting 
Obscured  or  Partially  Obsrurt'd  Sky 
Condition  (3—31—72). 

Provides  pilots  with  information  con¬ 
cerning  weather  conditions  reported  by 
weather  observers  as  obscuration  or  par¬ 
tial  obscuration. 

90-62  Flying  DME  Arcs  (1-23-73). 

Describes  the  procedures  and  tech¬ 
niques  for  intercepting  DME  arcs  from 
radials,  maintaining  DME  arcs,  and  In¬ 
tercepting  radials  and  localizers  from 
DME  arcs. 

90—64  Automated  Radar  Terminal  Sys¬ 
tem  (ARTS)  III  (6-22-73). 

Advdses  the  aviation  community  of  the 
capabilities  of  the  Automated  Radar 
Terminal  System  and  the  associated 
services  provided  by  ARTS  HI  equipped 
air  traffic  control  facilities. 

90—65  Air  Traffic  Fuel  Economy  Pro¬ 
gram  (1—18—74). 

Advises  the  aviation  community  of 
flow  control  procedures  that  will  be 
utilized  to  conserve  aviation  fuel  during 
periods  when  the  normal  movement  of 
aircraft  Is  disrupted.  Also  describes  ac¬ 
tions  required  of  user  groups  to  ensure 
efficient  flow  control  planning.' 

AC  90—66  Recommended  Standard  Traf¬ 
fic  Patterns  for  Airplane  Operations 
at  Uncontrolled  Airports  (2—27—75). 

Calls  attention  to  regulatory  re¬ 
quirements  for  the  operations  of  air¬ 
planes  at  imcontrolled  airports.  Recom¬ 
mends  voluntary  tise  of  standard  traffic 
pattern  flight  procedures. 

90—67  Light  Signals  from  the  Control 
Tower  for  Ground  Vehicles.  Equip¬ 
ment,  and  Personnel  (8-1^75). 

Provides  the  aviation  commimlty  with 
the  meaning  of  the  light  signals  used 
when  communicating  with  ground  ve¬ 
hicles,  equipment,  and  personnel  on  the 
airport  movement  area  from  the  control 
tower. 

90—68  Minimum  Vectoring  .Altitudes 
(MVA)  (10-29-75). 

Explains  why  and  how  Minimum  Vec¬ 
toring  Altitudes  are  established. 

90—70  Straight-In  Nonprecision  Instru¬ 
ment  .Approach  Procedures  Visual 
Descent  Point  (VDP)  (7—7—76). 

Describes  the  concept,  purpose,  and 
use  of  a  designated  and  published  VDP 
to  be  provided  on  some  straight-in  non¬ 


precision  Instrument  approach  proce¬ 
dures. 

90-71  Experimental  Profile  Descent 
Procedures/CSiarts  (11—22—76). 

Provides  the  aviation  (t>mmunfty  with 
advance  information  on  experimental 
Profile  Descent  procedures  and  charts 
that  will  be  ptibllshed  for  use  at  Staple- 
ton  International  Airport. 

90— 72  Minimum  Safe  Altitude  Warning 

(MS.AW)  (11-30-76). 

Describes  the  capabilities  and  limita¬ 
tions  of  the  MSAW  function  being  im¬ 
plemented  at  terminal  facilities  equipped 
with  ARTS  m. 

91—  5R  Waivers  of  Subpart  B,  Part  91 

of  the  Federal  Aviation  Regulations 
(FARs)  (1-28-72). 

Provides  Information  concerning  the 
submission  of  applications  for  and  the 
Issuance  of  waivers  of  Subpart  B,  FAR 
Part  91. 

91-6  Water,  Slush,  and  Snow  on  the 
Runway  (1—21—65). 

Provides  background  and  guidelines 
concerning  the  operation  of  turbojet  air¬ 
craft  with  water,  slush,  and/or  snow  on 
the  nmway. 

91— 8.A  Use  of  Oxygen  by  General  Avia¬ 
tion  Pilots/Passengers  (8—11—70). 

Provides  general  aviation  personnel 
with  Information  concerning  the  use  of 
oxsrgen. 

91—9  Potential  Hazards  Associated  With 
Turbojet  Ground  Operations  (^19— 
.  65). 

Alerts  turbojet  operators  and  flight 
crews  to  potential  hazards  Involving  tur¬ 
bojet  operations  at  airports. 

91— 11 A  Annual  Inspection  Reminder 
(12-3-69). 

Provides  the  aviation  community  with 
a  uniform  visual  reminder  of  the  date  an 
annual  Inspection  becomes  due.  (Refer¬ 
ence  section  91.169(a)  (1)  of  the  FAR’s.) 

91.11—1  Guide  to  Drug  Hazards  in  Avia¬ 
tion  Medicine  (7—19—63). 

Lists  all  commonly  used  drugs  by  phar¬ 
macological  effect  on  airmen  with  side 
effects  and  recommendations.  Reprinted 
1970.  ($1.15  GPO.)  FAA  7.9:D  84.  SN 
050-009-00001-7. 

91— 13A  Cold  weather  Operation  of  Air¬ 
craft  (1-2-70). 

Provides  background  and  guidelines 
relating  to  operation  of  aircraft  In  the 
colder  climates  ivhere  wide  temperature 
changes  may  occur. 

91— 14B  Altimeter  Selling  Sources  (10— 
1-71). 

Provides  the  aviation  public,  industry, 
and  FAA  filed  personnel  with  guidelines 
for  setting  up  reliable  altimeter  setting 
sources. 

91—15  Terrain  Flying  (2—2—67). 

A  pocket-size  booklet  designed  as  a 
tool  for  the  average  private  pilot.  Con¬ 
tains  a  composite  plcl-re  of  the  observa- 
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tioDS,  <9lnlons.  warnings,  and  advice 
from  veteran  pilots  who  have  flown  this 
vast  land  oars  that  can  help  to  make 
flying  more  pleasant  and  safer.  Tips  on 
flying  Into  ULexlco,  Canada,  and  Alaska. 
($1.40  OOP.)  TD  4.2:T27.  SN  050-007- 
00147-9. 

91-16  Category  II  Operations — General 
Aviation  Airplanes  (8—7—67). 

*  Sets  forth  acceptable  means  by  which 
Category  n  operations  may  be  approved 
In  accordance  with  FAR  Parts  23,  25,  61, 
91,  97.  and  135. 

91—17  TTie  Use  of  View  Limiting  Devices 
,  on  Aircraft  (2—20—68) . 

'  Alerts  pilots  to  the  continuing  need  to 
make  Judicious  and  cautious  use  of  all 
view  limiting  devices  on  aircraft. 

91— 22A  Altitude  Alerting  Devices/Sys- 
I  terns  (12-23-71). 

Provides  guidelines  for  designing.  In¬ 
stalling,  and  evaluating  altitude  alerting 
systems. 

91—23  Pilot's  Weight  and  Balance  Hand¬ 
book  (5-6-69). 

Provides  an  easily  understood  text  on 
aircraft  weight  and  balance  for  pilots 
who  need  to  appreciate  the  importance 
of  weight  and  balance  control  for  safety 
of  flight.  Progresses  fitxn  an  explana¬ 
tion  of  basic  fundamentals  to  the  com¬ 
plete  application  of  weight  and  balance 
principles  In  large  aircraft  operatlcms. 
Reprinted  in  1972  ($1.25  GPO.)  TD 
4.408  :P  64/3.  8N  050-011-00049-6. 

91—24  Aircraft  Hydroplaning  or  Aqua¬ 
planning  on  Wet  Runways  (9—4—69). 

Provides  information  to  the  problem 
of  aircraft  tires  hydroplaning  on  wet 
runways. 

91— 25A  I.,08  of  Visual  Cues  During  Low 

Visibility  Landings  (6—22—72). 

Provides  Information  concerning  the 
Importance  of  maintaining  adequate 
visual  cues  during  the  descent  below 
MDA  or  DA. 

91—26  Maintenance  and  Handling  of 
Air-Driven  Cyroscopie  Instruments 
(10-29-69). 

Advises  operators  of  general  aviation 
aircraft  of  the  need  for  proper  main¬ 
tenance  of  air-driven  gyroscopic  instru¬ 
ments  and  associated  air  Alters. 

91—27.4  Systemsworthiness  Analysis  Pro¬ 
gram— General  Aviation  (12-16- 
70). 

Explains  the  purpose  and  applicability 
of  the  Systems  Worthiness  Analysis  Pro¬ 
gram  (SWAP)  to  certificated  air  taxis, 
repair  stations,  pilot  and  aviation  nudn- 
tenance  technician  schools  that  are  op¬ 
erated  under  the  privileges  of  certlflcates 
issued  by  the  Federal  Aviation  Admin¬ 
istration. 

91—28  Unexpected  Opening  of  Cabin 
Doors  (12-23-69). 

Outlines  the  Importance  of  assuring 
that  cabin  doors  are  property  closed 
prior  to  takeoff. 


NOTICES 

91—32  Safety  in  and  Arooad  Hdicoptert 
(5-7-71). 

Provides  suggestions  to  Improve  heli¬ 
copter  safety  by  means  of  acquainting 
nonflight  crew  personnel  and  passengers 
with  the  precautions  and  procedures  nec¬ 
essary  to  avoid  undue  hazards. 

91—33  Use  of  Alternate  Grades  of  Avia¬ 
tion  Gasoline  for  Grade  80/87  (1<)- 
6-71). 

Provides  Information  relating  to  the 
use  of  alternate  grades  of  aviation  gas¬ 
oline  when  grade  80/87  Is  not  available, 
and  the  resultant  effects  of  the  use  of 
the  alternate  fuels  which  may  have 
higher  TEL  (tetraethyl  lead)  content. 

91—34  Model  Aircraft  Operating  Stand¬ 
ards  (7-1-72). 

Outlines  safety  standards  for  oper¬ 
ators  of  model  aircraft,  and  encourages 
volimtary  compliance  with  these  stand¬ 
ards. 

91—35  Noise,  Hearing  Damage,  and  Fa¬ 
tigue  in  funeral  Aviation  Pilots  (3- 
28-72). 

Aquaints  pilots  with  the  hazards  of 
regular  exposure  to  cockpit  noise.  Espe¬ 
cially  pertinent  are  piston-engine,  flxed- 
wing,  and  rotary-wing  aircraft. 

91—36.4  VFR  Flight  Near  Noise-Sensitive 
Areas  (7-9-74). 

Encourages  pilots  making  VFR  flights 
near  noise-sensitive  areas  to  fly  at  alti¬ 
tudes  higher  than  the  minimum  per¬ 
mitted  by  regulation.  National  Park  areas 
now  Included. 

91—37  Truth  in  leasing  (11—9—72). 

Provides  information  and  guidance  for 
leasees  and  conditicmal  buyers  of  U  S. 
registered  large  civil  aircraft. 

91—38  Large  and  Turbine-Powered  Mul¬ 
tiengine  Airplanes,  Part  91,  Subpart 
D  (12-13-72). 

Sets  forth  guidelines  and  procedures 
to  assist  operators  of  large  and  turbine- 
powered  multiengine  airplanes  in  meet¬ 
ing  the  safety  requirements  of  FAR,  Part 
91.  Subpart  D. 

91—39  Recommended  Noise  Abatement 
Takeoff  and  Departure  Procedure  for 
Civil  Turbojet  Powered  Airplanes 
(1-18-74). 

Illustrates  the  recommended  noise 
abatement  takeoff  and  departure  proce¬ 
dure  for  civil  timbojet  powered  airplanes. 

91—40  Terminal  Control  Area  (TC.4) 
Radar  Outage  (1—17—74). 

Explains  the  service  that  will  be  pro¬ 
vided  by  Air  TraflBc  Control  to  aircraft  in 
a  terminal  control  area  when  a  radar 
outage  occurs. 

91—41  Grouud  Operational  Procedures 
for  .4ircraft  Engine  Emission  Reduc¬ 
tion  and  Fuel  Conservation  (3-12— 
74). 

Recommends  ground  operational  pro¬ 
cedures  that  will  minimize  air  pollution 
from  aircraft  ground  operations  and  con- 
sene  fuel. 


AC  91— 42A  Hazards  of  Rotating  Pro¬ 
pellers  and  Helicopter  Rotor  Blades 
(18^19^76). 

Provides  Information  (m  pn^eller-  and 
rotor-to-persmn  accidents  and  offers  sug¬ 
gestions  to  reduce  the  frequency  of  their 
occurrence. 

AC  91—43  Unreliable  Airspeed  Indira- 
Uons  (6-26-75). 

Alerts  pilots  to  the  possibility  of  erro¬ 
neous  airspeed/Mach  Indications  that 
may  be  caused  by  blockl^  or  freezing  of 
the  pitot  system  and  advises  of  corrective 
action  that  can  be  taken. 

91—44  Emergency  Locator  Transmitters 
Operational  and  Maintenance  Prac¬ 
tices  (2—20—76). 

Provides  gulddlnes  relative  to  the  in¬ 
stallation,  maintenance,  and  operation 
of  emergency  locator  transmitters. 

91—45  .4ir$how  Waivers  (6— 10— 76). 

The  purpose  of  this  adyisory  circular 
is  to  provide  prospective  airshow  spon¬ 
sors  with  the  informatitm  necessary  to 
plan  for  and  conduct  safe,  effective  air- 
shows.  It  is  also  intend^  to  provide 
Information  pertaining  to  the  proce¬ 
dures  and  requirements  for  Issuance  of 
airshow  waivers. 

91.29-1  Special  Structural  Inspections 
(1-6-68). 

Discusses  occurrences  which  may 
cause  structural  damage  affecting  the 
airworthiness  of  aircraft. 

91.79—1  Waivers  of  Section  91.79  of 
the  Federal  Aviation  Regulations  (4— 
21-76). 

Annoimces  the  availability  of  waivers 
relating  to  FAR  91.79  and  requests  that 
interested  persons  contact  any  General 
Aviation  District  Office  or  Flight  Stand¬ 
ards  District  Office  for  specific  informa¬ 
tion. 

91.83— 1.4  Canceling  or  Closing  Flight 
Plans  (3—23—75). 

Outlines  the  need  for  canceling  or 
closing  flight  plans  promptly  to  avoid 
costly  search  and  rescue  operations. 

91.83— 2  IFR  Flight  Plan  Route  Infor¬ 
mation  (2— 16-^6). 

Clarifies  the  air  traffic  control  needs 
for  the  filing  of  route  information  in  an 
IFR  (Instnimeht  Flight  Rules)  flight 
plan. 

95-1  Airway  and  Route  Obstruction 
Clearance  (^17—65). 

Advises  all  Interested  persons  of  the 
airspace  areas  within  which  obstruction 
clearance  Is  considered  in  the  establish¬ 
ment  of  Minimum  En  Route  Instrument 
Altitudes  (MEA’s)  for  publication  In 
FAR  Part  95. 

97—1  Runway  Vioual  Raaige  (RVR) 
(11-4-76). 

Describes  RVB  measuring  equipment 
and  Its  operating  use. 
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99—1  Securitj  Control  of  Air  Traffic  (1— 
12-72). 

Provides  civil  aviatl(ai  with  recom¬ 
mended  practices  for  operating  aircraft 
within  or  penetrating  an  Air  Defense 
Identification  Zone  (ADIZ) . 

101-1  Waiver*  of  Part  101,  Federal 
Aviation  Regulations  (1-13-64). 

Provides  information  on  submission  of 
applications  and  Issuances  of  waivers  to 
PAR  Part  101. 

103—2  Information  Guide  for  Air  Car* 
ricr  Handling  of  Radioactive  Mate* 
rials  (7—23—70). 

Acquaints  air  carrier  Industry  smd  In 
particular,  air  freight  handling  person¬ 
nel,  with  the  essential  requirements  and 
practical  application  of  the  various  regu¬ 
lations  pertaining  to  the  handling  and 
transportation  of  radioactive  materials. 

103—4  Hazard  Associated  with  Sublima¬ 
tion  of  Solid  Carbon  Dioxide  (Dry 
Ice)  Aboard  Aircraft  (5-1—74). 

Discusses  the  potential  hazard  as¬ 
sociated  with  the  subllmatlcm  of  dry  ice 
aboard  aircraft.  Precautionary  measures 
and  simple  rules  of  thumb  are  indicated 
In  order  to  preclude  envlrcmmentally 
hazardous  condltl<His  affecting  crews  and 
passengers  aboard  aircraft. 

103—5  Preparation  and  Loading  of 
Magnetron  Tubes  and  Magnetic  Ma¬ 
terials  for  Air  Shipments  (7—16-74). 

Provides  Information  relevant  to  the 
pr^>aratl(m  and  loading  ot  magneirmi 
tubes  and  magnetic  materials  for  ship¬ 
ment  in  civil  aircraft. 

105—2  Sport  Parachute  Jumping  (9-6- 

68). 

Provides  suggestions  to  Improve  sport 
parachuting  safety;  Information  to  as¬ 
sist  parachutists  In  comtdylng  wl^  PAR 
Part  105;  and  a  list  of  aircraft  which 
may  be  (H>erated  with  me  cabin  door  re¬ 
moved,  Including  the  procedures  for 
obtaining  FAA  authorization  for  door 
removal. 

107—1  Aviation  Security — Airports  (5- 
19-72). 

Furnishes  guidance  to  those  Individ¬ 
uals  and  organizations  having  responsi¬ 
bilities  imder  Part  107  of  the  Federal 
Aviation  Regulations.  It  also  provides 
recommendations  for  establishing  and 
Improving  security  for  restricted  or  criti¬ 
cal  facilities  and  areas  the  security  of 
which  is  not  dealt  with  In  Part  107. 

Air  Carrier  and  Commercial  Operators  and 
Helicopters 

Subject  No.  120 

120— 2A  Precautionary  Propeller  Feath¬ 
ering  To  Prevent  Runaway  Propellers 
(8-20-63). 

Emphasizes  the  need  for  prompt  feath¬ 
ering  when  there  is  an  Indication  of  In¬ 
ternal  engine  failure. 

120—5  High  Altitude  Operations  in  Areas 
of  Turbulence  (8-26-63). 

Recommends  procedures  for  use  by  Jet 
pilots  when  penetrating  areas  of  severe 
turbulence. 


120^7A  Minimum  Altitudes  for  Cou- 
ducting  Certain  Emergency  Fliid^t 
Training  Maneuvers  and  Proeednres 
(7-27-70). 

Issued  to  emphasize  to  all  air  carrlera 
and  other  operators  of  large  aircraft  the 
necessity  for  establishing  mlnlm\im  alti¬ 
tudes  above  the  terrain  or  water  when 
cmiductlng  certain  simulated  emergency 
flight  training  maneuvers. 

120-12  Private  Carriage  Versus  C4>m- 
mon  Carriage  by  0>mmercial  Opera¬ 
tors  Using  Large  Aircraft  (6-24-64). 

Provides  guidelines  for  determining 
whether  current  or  proposed  transporta¬ 
tion  operations  by  air  constitute  private 
or  common  carriage. 

120—13  Jet  Transport  Aircraft  Altitude 
Instrument  Systems  (6—26—64). 

Provides  Information  about  the  char¬ 
acteristics  of  some  attitude  Instrument 
systems  presmtly  Installed  In  some  Jet 
transport  aircraft. 

120—16.4  Continuous  .Airworthiness  Pro¬ 
gram  (9-11-69). 

Provides  air  carriers  and  commercial 
operators  with  guidance  and  Information 
pertinent  to  certain  provisions  of  Fed¬ 
eral  Avlatlcm  Regulations  Parts  121  and 
127. 

126-17  Handbook  for  Maintenance  Con¬ 
trol  by  Reliability  Method  (12—31— 
64). 

Provides  Information  and  guidance 
materials  which  may  be  used  to  design  or 
develop  maintenance  reliability  programs 
which  Include  a  standard  for  determining 
the  time  limitations. 

120-17  CHI  (6-24-66). 

120-17  CH2  (5-6-68). 

120— 26D  CivO  Aircraft  Operator  Desig¬ 
nators  (11-11-76). 

Revises  the  criteria  and  states  the  pro¬ 
cedures  for  the  assignment  (ff  Interna¬ 
tional  Civil  Aviation  Organization  two- 
letter  and  FAA  three-letter  aircraft  com¬ 
pany  designators. 

120—27  Aircraft  Weight  and  Ralanca 
Control  (10—15—68). 

Provides  a  method  and  procedures  for 
weight  and  balance  control. 

120-27  (H  1  (ll-2(b-73). 

Adds  Part  123  to  subject  circular. 

120—28.4  Criteria  for  Approval  of  Cate¬ 
gory  Ilia  Landing  Weather  Minima 
(12-14-71). 

States  an  acceptable  means,  not  the 
only  means,  for  obtaining  approval  of 
Category  Ilia  minima  and  the  Installa- 
tl(xi  approval  of  the  associated  airborne 
S3rstems. 

120-28A  CH  1  (1-18-73). 

Revises  the  CAT  ma  Landing  Weather 
Minima  maintenance  requirements  of 
paragraph  8  to  make  them  consistent 
with  the  requirements  for  CAT  Ha. 


120—29  Criteria  for  Approving  Category 
I  and  Category  U  I binding  Minima 
for  FAR  121  Operators  (9-25-70). 

Sets  forth' criteria  used  by  FAA  In  ap¬ 
proving  turbojet  landing  minima  of  less 
than  300-%  or  RVR  4,000  (Category  I> 
and  Category  n  minima  for  all  aircraft. 

120-29  CH  1  (12-15-71). 

Revises  Appendix  1  and  deletes  state¬ 
ment  In  Appendix  2  regarding  19-foot 
criteria  (does  not  apply  when  using  an 
approved  automatic  landing  system) . 

120-29  CH  2  (7-26-72). 

Claiifles  the  airborne  system  evalua¬ 
tion  by  stressing  the  necessity  for  meet¬ 
ing  maintenance  program  requirements. 

120-29  CH  3  (12-3-74). 

Outlines  the  recent  change  In  FAR 
Part  121  wherein  both  Initial  and  recur¬ 
rent  pilot  quallflcatlon  for  both  Category 
I  and  n  pnffLclency  checks  may  be  per¬ 
formed  In  a  visual  simulator. 

120-30.4  Reporting  Requirements  <»f 
Air  Carriers,  (^ommerrial  Operators, 
Travd  Clubs,  and  Air  Taxi  Opera¬ 
tor*  of  Large  and  Small  Aircraft  (9— 
0-76). 

This  advisory  circular  Is  issued  to  clar¬ 
ify  the  mechanical  reliability  reporting 
requireiiients  contained  In  Parts  121, 127, 
and  135  of  the  Federal  Aviation  Regula¬ 
tions  (FAR)  and  the  accident  and  inci- 
doit  reporting  requlremaits  of  Part  830 
(old  Part  430)  of  the  National  Transpor- 
tatltm  Safety  Board  (NT8B) .  Safety  In¬ 
vestigation  Regulations. 

120— 31  Operational  and  .AirworthincKii 
Approval  ot  Airborne  Omega  Radi«> 
Navigation  Systems  as  a  Means  of 
Updating  Self-Contained  Navigation 
Systems  (12—15—76). 

Sets  forth  an  acep table  means,  but  not 
the  <mly  means,  of  compliance  with  the 
referenced  sections  of  FAR  Parts  121  and 
25  for  operations  outside  the  U.S.  using 
Omega  radio  navigation  systems  to  up¬ 
date  self-contained  systems  such  as 
Doppler  or  Inertial. 

121—  1 A  Standard  Operations  Specifica¬ 
tions — Aircraft  Maintenance  Hand¬ 
book  (6-26-73). 

Provides  procedures  acceptable  to  the 
Federal  Aviation  Administration  which 
may  be  used  by  operators  when  estab¬ 
lishing  Inspection  Intervals  and  overhaul 
times. 

121-lA  CH  1  (1-23-75). 

Updates  the  overhaul  and  Inspection^ 
checiF  period  of  selected  airframes,  pow- 
erplants,  propellers,  and  appliances  In  re¬ 
lation  to  current  Industry  standards. 

121-1.4  CH  2  (8-19-76). 

121— 3Q  Maintenance  Review  Board  Re¬ 
ports  (9—3—76). 

Revises  the  list  of  Maintenance  Review 
Board  Reports  that  are  currently  In 
effect. 

121—6  Portable  Battery-Powered  Mega¬ 
phones  (1—5—66). 

Sets  forth  an  acceptable  means  for 
complying  with  rules  (applicable  to  vari- 
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ous  persons  operating  under  Part  121  of 
the  Federal  Aviation  Regulations)  that 
prescribe  the  Installation  of  approved 
megaphones. 

121-12  Wet  or  Slippery  Runways  (S- 
17-67). 

Provides  uniform  guidelines  in  the  ap¬ 
plication  of  the  “wet  runway”  rule  by 
certificate  holders  operating  under  PAR 
121. 

121—13  Self-Contained  Navigation  Sys¬ 
tems  (Long  Range)  (10—14—69). 

States  an  acceptable  means,  not  the 
only  means,  of  compliance  with  the  ref¬ 
erenced  sections  of  the  FAR  as  they  ap¬ 
ply  to  persons  (H>eratlng  under  Parts  121 
or  123  who  desire  approval  of  Doppler 
RADAR  navigation  systems  or  Inertial 
Navigation  Systems  (INS)  for  use  in 
their  operations. 

121-13  CHI  (7-31-70). 

Assures  standardization  of  the  Mini¬ 
mum  Equipment  List  (MEL)  with  re¬ 
spect  to  Inertial  Navigation  Systems 
(INS)  through  the  appropriate  Plight 
Operations  Evaluation  Board  (FOEB). 

121-13  CH  2  (12-21-70). 

Permits  all  flight  training  for  Doppler 
and  INS  Qualification,  to  be  ccHnpleted  in 
a  simulator  or  training  device  approved 
for  conducting  the  required  pilot  train¬ 
ing  and  qualifications  in  the  use  of  these 
systems. 

121— 14A  Aircraft  Simulator  Evaluation 
and  Approval  (2—9—76). 

Sets  forth  one  means  that  would  be 
acceptable  to  the  Administrator  for  ap¬ 
proval  of  aircraft  simulators  or  other 
training  devices  requiring  approval  un¬ 
der  PAR  121.407. 

121—16  Maintenance  Certification  Pro¬ 
cedures  (11—9—70). 

Provides  guidance  for  the  preparation 
of  an  Operations  S];>ecification — Preface 
Page  which  will  afford  ncanlnal  and 
reasonable  relief  from  approved  service 
and  overhaul  time  limits  when  a  part  is 
borrowed  from  another  operator. 

121—17  Aviation  Security:  Certain  Air 
Couriers  and  (Commercial  Opera¬ 
tors — Security  Programs  and  Other 
Requirements  (5—14—72). 

Provides  general  information  regard¬ 
ing  the  requirements  of  FAR  Arndt.  121- 
85. 

121—18  .Aviation  Security — Carriage  of 
Weapons  and  Escort^  Persons  (7— 
15-75). 

Provides  Information  and  guidance  for 
the  implementation  of  amendments  to 
FAR  Part  121  regarding  the  carriage  of 
weapons  on  aircraft  and  for  the  carriage 
of  persons  in  the  custody  of  law  enforce¬ 
ment  officers. 

121—19  Aviation  Security — Property  .Ac¬ 
ceptance  and  Handling  Procedures 
Indirect  Air  Carriers  (3—17—76). 
Provides  information  and  guidance 
which  may  be  used  by  “indirect  air  car¬ 
riers’*  when  providing  property  to  be  car¬ 
ried  by  “direct  air  carriers’*  or  by  the  op¬ 
erator  of  any  civil  aircraft  for  transpor¬ 
tation  in  air  commerce. 


121—20  Avialimi  Security  :  Supplement¬ 
al  Air  Gwvkn  (S-17-76). 

Provides  supplemental  air  carriers 
with  Information  concerning  recom¬ 
mended  general  security  measures  ap- 
IdlcaUe  to  charter  operations  that  shotild 
minimize  the  effects  of  crimes  directed 
against  air  transportation. 

121—21  Information  Guide  fur  Training 
Programs  and  Manual  Requirements 
in  the  .4ir  Transportation  of  Hazard¬ 
ous  Materials  (7—30—76). 

Provides  certificate  holders  under 
Parts  121  and  135  of  the  FARs  with  in¬ 
formation  relevant  to  recent  amendment 
Docket  HM-112  that  inconx)rated  FAR 
Part  103  into  Title  49  of  the  CFR  as  Part 
175.  Outlines  some  of  the  sub.";tantive 
changes  in  the  requirements  for  air 
transportation  of  hazardous  materials. 

121.195(d)— 1  .Alternate  Operational 
Landing  Distances  for  ’^’et  Runways; 
Turbojet  Powered  Transport  Cate¬ 
gory  Airplanes  (11—19—65). 

Sets  forth  an  acceptable  means,  but 
not  the  only  means,  by  which  the  alter¬ 
nate  provision  of  section  121.195 'd)  may 
be  met. 

123—1  -Air  Travel  Clubs  (10— 17— 68). 

Sets  forth  guidelines  and  procedures 
to  assist  air  travel  clubs  using  large  air¬ 
craft  in  meeting  safety  requirements  of 
PAR  Part  123. 

129—1  Foreign  .Air  Carriers — Security 
Programs  and  Other  Requirements — 
FAR  Par  129  (9^5-75). 

Provides  guidance  to  foreign  air  car¬ 
riers  concerning  the  requirements  of 
FAR  Part  129,  Sections  129.25  and  129.27. 

135.144—1  Small  Propeller-Driven  Air 
Taxi  Airplanes  That  Meet  Section 
135.144  (4-13-72). 

Provides  a  summary  of  and  informa¬ 
tion  on  small  propelVsr-driven  air  taxi 
airplanes  that  comply  with  section 
135.144  and  may  continue  operations 
under  PAR  Part  135  after  May  31.  1972. 
with  10  or  more  passenger  seats. 

13.5.155—1  .Alternate  Static  Source  for 
.Altimeters  and  Airspeed  and  Vertical 
.Speed  Indicators  (2—16—65). 

Sets  forth  an  acceptable  means  of 
compliance  with  provision  in  FAR  Part 
135  and  Part  23  dealing  with  alternate 
static  courses. 

135— IB  Air  Taxi  Aircraft  Weight  and 
Balance  (x>ntrol  (1—19—76). 

Provides  a  method  and  procedures  for 
developing  a  weight  and  balance  control 
system  for  small  aircraft  operating  in 
the  air  taxi  fleet  under  FAR  Part  135. 

135— 2.A  Air  Taxi  Operators  of  Large  Air- 
eraft  (11-16-73). 

Provides  guidelines  for  use  by  air  taxi 
operates  or  iqiplicants  who  desire  to  ob¬ 
tain  authorization  to  operate  large 
aircraft  (more  than  12,500  pounds  max¬ 
imum  certificated  takeoff  w’eight)  in  air 
taxi  operations. 

135—3.4  Air  Taxi  Operators  and  Com¬ 
mercial  Operators  of  Small  Aircraft 
(1-16-75). 

Sets  forth  guidelines  and  procedures 
to  assist  persons  in  complying  with  the 


requirements  of  Federal  Aviation  Regu¬ 
lations,  Part  135. 

135— 4A  Aviation  Security:  Air  Taxi 
Commercial  Operators  (ATCO)  4— 
15-76). 

Provides  recommended  security  meas¬ 
ures  applicable  to  ATCO  operations  that 
should  minimize  the  effects  of  crimes  di¬ 
rected  against  air  transportation. 

1.3.5— 3  4  Maintenance  Program  .Approval 
for  Carsy-On  Oxygen  Equipment  for 
Medical  Purposes  (11—23—76). 

Pro\'ides  a  means  whereby  ilr  taxi  op¬ 
erators  may  submit  a  maintenance  pro¬ 
gram  to  comply  with  FAR  Part  135, 
Section  135.114. 

137—1  Agricultural  .Aircraft  Operations 
(11-29-65). 

Explains  and  clarifies  the  requirements 
of  PAR  Part  137  and  provides  additional 
information,  not  regulatory  in  nature, 
which  will  assist  Interested  persons  in 
understanding  the  operating  privileges 
and  limitations  of  this  Part. 

139.12—1  .Airport  Operations  Specifica¬ 
tions  (2—^75). 

Presents  guidelines  to  assist  airport 
operators  in  developing  airport  opera-  • 
tions  specifications  in  compliance  with 
the  requirements  of  amended  FAR  Part 
139. 

139.19—1  Programs  for  Training  of  Fire 
Fighting  and  Rescue  Personnel  (11— 
12-74). 

Outlines  suggested  training  programs 
for  airport  fire  fighting  and  rescue  per¬ 
sonnel  involved  in  operating  airport  fire 
fighting  and  rescue  equipment  and  the 
principles  of  aircraft  fire  fighting  and 
rescue  techniques. 

Schools  and  Other  Certificated  Agencies 

Subject  No.  140 

140— IH  Consolidated  Listing  of  FAA 
Ortifiealed  Repair  Stations  (2—9— 
76). 

Provides  a  revised  directory  of  all  PA  A 
certificated  repair  stations  as  of  Decem¬ 
ber  31,  1975. 

140— 2 J  List  of  Certificated  Pilot  Schools 
(6-27-75). 

Pi'ovides  a  list  of  FAA  certificated  pilot 
flight  and  ground  schools  as  of  July  1975. 

140— 3B  Approval  of  Pilot  Training 
Courses  Under  Snbpart  D  of  Part  141 
of  the  F.AR  (1-8-70). 

The  title  is  self-explanatory. 

140— 5  Radio  Maintenance  Technician 
School  Curriculum  (8—11—71). 

Provides  Information  on  curriculum 
subjects  for  persons  desiring  to  establish 
radio  maintenance  technician  training 
courses. 

141— 1  Pilot  School  Certification  (8—29— 
74). 

Sets  forth  guidelines  to  assist  pers(«s 
in  obtaining  a  pilot  school  cntlflcate 
and  associated  ratings  under  FAR  Part 
141  (revised). 
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Airports 

Subject  No.  150 
AXEPOBT  PLANNING 

150/500<^1  CancellatioB  of  Obaolele 
Publications  Issued  bp  Standards  Di¬ 
vision,  Airports  Service  (4—17—70). 

Cancels  outstanding  airport  engineer¬ 
ing  data  sheets,  technical  standard 
orders,  airport  oii^eerlng  bulletins,  and 
miscellaneous  publications  that  are  no 
longer  current  and  to  direct  the  reader 
to  a  new  source  of  information,  where 
applicable. 

150/5000— 3C  Address  List  for  Regional 
Airports  Divisions  and  Airport  Dis¬ 
trict  Offices  (12—9—75). 

Transmits  the  address  list  for  all  re¬ 
gional  Airports  Divisions  and  Ainx>rt 
District  Offices. 

150/5000-3C  CH  1  (9l.9-76). 

Transmits  corrected  addresses  and 
telephone  numbers. 

150/5050—2  Compatible  Ijind  Use  Plan¬ 
ning  in  the  Vicinitv  of  .4irports  (-4- 
13-67). 

Advises  Federal  Aviation  Administra¬ 
tion  personnel,  local  government  officials 
and  the  public  of  the  availability  of  the 
following  two  reports  prepared  under 
the  auspices  of  the  PAA  by  the  firm  at 
Transportaticxi  Consultants,  Inc.  Com¬ 
patible  Land  Use  Planning  On  and 
ArouJtd  Airports,  and  Aids  Available  for 
Compatible  Land  Use  Planning  Around 
Airports. 

150/5050— 3 A  Planning  the  Slate  Air¬ 
port  System  (June  1972). 

Provides  general  guidance  in  prepar¬ 
ing  a  State  airport  system  plan.  ($2.50 
QPO.)  TD  4.8 :A1  7/29.  SN  050-007- 
00184-3. 

150/5050 — 1  Citizen  Partiripation  in 
Airport  Planning  (9—26—75). 

Provides  guidance  for  citlzra  involve¬ 
ment  in  airport  planning.  Although  not 
mandatory  for  ain>ort  grant  programs,  it 
demonstrates  the  need  for  early  citizen 
participation. 


Layout  Plans  and  for  determining  when 
addlUtmal  airport  pavement  facilities 
should  be  provided  to  Increase  aircraft 
accommodation  capacity  at  airports. 

150/5060— 3A  Airport  Capacity  Criteria 
Used  in  Long-Range  Planning  (12— 
24-69). 

Describes  the  method  used  by  the  Fed¬ 
eral  Aviation  Administration  for  deter¬ 
mining  the  approximate  practical  hourly 
and  practical  annual  capacities  of  vari¬ 
ous  airport  nmway  configurations  and  is 
used  in  long-range  (10  years  or  more) 
planning  for  expansion  of  existing  air¬ 
ports  and  construction  of  new  airports 
to  accommodate  forecast  demand. 

1 50/5076— 3  Planning  the  Airport  In¬ 
dustrial  Park  (9-30-65). 

Provides  guidance  to  communities,  air¬ 
port  boards,  and  Industrial  developers 
for  the  planning  and  development  of 
Airport  Industrial  Parks. 

150/5070—5  Planning  the  Metropolitan 
Airport  System  (5—22—70). 

Gives  guidance  in  developing  airport- 
system  plans  for  large  metropolitan 
areas.  It  may  be  used  by  metropolitan 
planning  agencies  and  their  consultants 
in  preparing  such  system  plans  and  by 
the  FAA  in  reviewing  same.  ($1.65  GPO.) 
TD  4.108  :M56.  SN  050-008-00003-7. 

150/5070—6  Airport  Master  Plans  (2— 
5-71). 

Provides  gtildance  for  the  preparation 
of  individual  airport  master  plans  as 
provided  for  under  the  Airport  Airway 
Development  Act  of  1970.  ($3.00  GPO.) 
TD  4.108:P69.  SN  050-008-00004-5. 

150/5090—2  National  Airport  Classifi¬ 
cation  System  (Airport  System  Plan¬ 
ning)  (^25—71). 

Sets  forth  the  new  national  airport 
classification  system.  The  system  is  de¬ 
signed  for  use  In  the  Identification  and 
classification  of  airports  within  the  Na¬ 
tional  System  of  Airports  and  for  use  as 
a  planning  tool  In  long-range  airport 
system  planning. 

FEDERAL-AIO  AIRPORT  PROGRAMS 


14 1-2 A  Written  Tests  Prepared  by  Pf^ 
Schools  With  Examining  Authority 
Under  Part  141  (Revised)  of  the 
Federal  Aviation  Regulations  (10—3— 
75). 

Provides  guidance  to  PAR  Part  141 
Pilot  Schools  with  examining  authority 
in  developing  final  written  tests  for  PAA 
certificates  and  ratings  which  are  equal 
in  scope,  depth,  and  difficulty  to  compar¬ 
able  written  tests  prescribed  by  the  Ad¬ 
ministrator.  Also  prescribes  procedures 
for  administering,  maintaining  security 
of,  and  replacing  those  tests. 

143— ID  Ground  Inslmclor  Written  Test 
Guide— Basic  9t  Advanced  (4—18—74). 

Outlines  the  scope  of  basic  knowledge 
requirements  for  a  ground  Instructor; 
outlines  source  material  to  obtain  this 
knowledge;  presents  a  sample  test  with 
answers  and  explanations.  ($2.25  GPO.) 
TD  4.408:091/974.  SN  050-007-00284-0. 

143-2B  Ground  Instructor— Instru¬ 

ment — Written  Test  Guide  (6—25— 
70). 

Provides  information  to  appliesmts  for 
the  Instrument  groimd  instructor  rating 
al^ut  the  subject  areas  covered  in  the 
examination  and  illustrated  by  a  study 
outline,  a  list  of  study  materials,  and  a 
sample  examinatitm  with  answers.  ($1.30 
GPO.)  TD  4.8:G  91/971.  SN  050-007- 
00066-9. 

145—2  Repair  Station  Limited  Ratings 
Beech  18  Series  Aircraft  (4-21—76). 

Advises  of  a  required  limited  repair 
station  rating  to  perform  X-ray  inspec¬ 
tion  of  the  Beech  18  wing  and  center  sec¬ 
tion  spar,  and  of  the  procedures  for 
application. 

145.101— 1 A  Application  for  Air  Agency 
Certificate— Manufacturer's  Mainte¬ 
nance  Facility  (3-10-69). 

Explains  how  to  obtain  a  repair  station 
certificate. 

147-2Q  Directory  of  FAA  Certificated 
Aviation  Maintenance  Technician 
Schook  (11-26-76).  ' 

Provides  a  revised  directory  of  all  FAA 
certificated  aviation  maintenance  tech¬ 
nician  schools  as  of  February  5,  1976. 

147—3  Phase  III,  A  National  Study  of 
the  Aviation  Mechanics  Occupation 
(3-22-71). 

Announces  the  availability  for  pur¬ 
chase  by  the  public  of  a  reprint  of  a  re¬ 
port  of  Phase  in,  A  National  Study  of 
the  Aviation  Mechanics  Occupation. 

147—4  Reports  Availability  of  a  Survey 
of  Text  Maleriak  Us^  in  Aviation 
Maintenance  Technician  Schools  (9— 
3-74). 

Announces  the  public  .availability  of 
the  1974  report  on  A  Survey  of  Test  Ma¬ 
terials  Used  in  Aviation  Maintenance 
Technician  Schools. 

1  49— 2H  Listing  of  Fc^leral  Aviation  Ad¬ 
ministration  Certificated  Parachute 
Lofts  (5—10—76). 

Provides  a  revised  listing  of  all  FAA 
certificated  parachute  lofts  as  of 
Jan.  31, 1976. 


150/5050—5  Ute  Continuous  Airport 
System  Planning  Process  (11-28- 
75). 

The  purpose  of  this  advisory  circular 
is  to  provide  guidance  on  the  Continuous 
Airport  System  Planning  Process  (CAS 
PP) .  This  process  is  utilized  in  establish¬ 
ing  a  planning  capability  to  monitor  and 
assess  the  effects  of  changes  in  the  many 
variables  and  issues  influencing  a  plan 
with  the  objective  of  maintaining  a  plan 
responsive  to  current  and  forecast  con¬ 
ditions.  In  addition  to  describing  the 
components  of  a  CASPP,  sponsor  organi¬ 
zational  structures  and  Federal  financial 
participation  in  continuous  planning  ac¬ 
tivities  are  discussed. 

150/5068-1 A  Airport  Capacity  Criteria 
Uaed  in  Preparing  the  .National  .Air¬ 
port  Plan  (7—8—68). 

Presents  the  method  used  by  the  Fed¬ 
eral  Aviation  Administration  for  deter¬ 
mining  when  additional  rimways,  taxi- 
ways,  and  aprons  should  be  recom¬ 
mended  In  the  National  Airport  Plan. 
The  material  is  also  useful  to  sponsors 
and  engineers  in  developing  Airport 


150/5100— 3 A  Federal-aid  Airport  Pro- 
gram-Procedurea  Guide  for  Sponsors 
(9-20-68). 

Provides  guidance  to  public  agencies 
that  sponsor  or  propose  to  sponsor 
projects  under  the  Federal-aid  Airport 
Program  (FAAP)  authorized  by  the 
Federal  Airport  Act. 

150/5100-3.4  CHI  (11-28-69). 

Transmits  revised  pages  to  subject 
advisory  circular. 

150/5108-5  Land  Acquisition  in  the 
Federal-aid  Airport  Program  (1— 
38-69). 

Provides  general  information  to  spon¬ 
sors  of  airport  development  projects  un¬ 
der  the  Federal-aid  Airport  Program  on 
the  eligibility  of  land  acquisition  and  ex¬ 
tent  of  Federal  participation  in  land 
acquisition  costs. 

150/5100—6.4  Labor  Requirements  for 
.Airport  Development  Aid  Program 
(  ADAP)  Contracts  (1-31-73). 

Covers  the  basic  labor  requirements 
for  the  Airport  Development  Aid 
Program. 
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]50/51U(MiA  «:H  1  (3-16-73). 

Transmits  a  revision  to  delete  page  3-1 
from  subject  Advisory  Circular. 

l.lO/SlOO— 7A  Roquireinent  for  Public 
Hearing  in  lli«  Airport  Development 
Aid  Program  (2— 2.'>— 72). 

Provides  guidance  to  sponsors  of  air¬ 
port  development  projects  under  the 
Airport  Development  Aid  Program 
(ADAP)  on  the  necessity  for  and  con¬ 
duct  of  public  hearings. 

1. '>0/5100— 8  RequeAt  fur  Aid;  Displaced 
Persons;  Public  Hearings;  Environ¬ 
mental  Considerations;  Opposition  to 
the  Project  (1-19-71). 

Provides  general  guidance  on  the  in¬ 
formation  and  coordination  required  In 
support  of  a  request  for  aid  for  an  air¬ 
port  development  project  imder  the  Air¬ 
port  and  Airway  Development  Act  of 
1970. 

1.50/5100—9  Engineei'ing  Serxices  Under 
the  Airport  Development  Aid  Pro¬ 
gram  (ADAP)  (7-1-72). 

Pi'ovldes  guidance  for  airport  sponsors 
and  Federal  Aviation  Administration 
offices  In  the  definition,  selection,  re¬ 
view,  and  approval  of  engineering  serv¬ 
ices  used  under  subject  program. 

150/5100-9  CH  1  (6-11-75). 

Transmits  revtsed  material  for  Chap¬ 
ter  5. 

1.50/5100—10.4  \ceotiiiling  Records 
Guide  for  Airport  .Aid  Program 
.Sponsors  (4—13—76). 

This  advisory  circular  sets  forth 
recordkeeping  requirements  Imposed  on 
sponsors  of  Airport  Development  Aid 
Program  <ADAP)  and  the  Planning 
Grant  Program  (PGP)  projects  by  the 
Airport  and  Airway  Development  Act  of 
1970,  as  amended.  In  addition,  the  Fed¬ 
eral  Aviation  Regulations  (FARs)  re¬ 
quire  a  sponsor  to  establish  and  main¬ 
tain  a  financial  management  system  that 
meets  the  standards  set  forth  In  FAR  152, 
Appendix  K,  TTils  circular  provides  de¬ 
tailed  explanations  of  tliese  require¬ 
ments. 

150/5100—11  l^nd  Acquisition  and  Re¬ 
location  Assistance  Under  the  Airport 
Development  Aid  Program  (2—10— 
75). 

Provides  guidance  to  sponsors  of  air¬ 
port  development  projects  under  the 
Airport  Development  Aid  Program  to 
meet  the  requirements  of  the  Uniform 
Relocation  Assistance  and  Real  Property 
Acquisition  Policies  Act  of  1970,  (Public 
Law  91-646), 

150/5100—12  Ele«‘lrunic  Navigational 
Aids  Approved  for  Funding  Under 
the  Airport  Development  Aid  Pro¬ 
gram  (9— 2<h-76). 

Provides  a  list  of  the  electronic  navi¬ 
gational  aids  equipment  iHilch  are  ap¬ 
proved  for  funding  under  the  ADAP. 


SURPLUS  AIRPORT  PROPERTY  CONVEYANCE 
PROGRAMS 

150/5150-2A  Federal  Surplun  Personal 
Property  for  Public  Airport  Purposes 
(8-8-73). 

Acquaints  public  airport  owners  and 
other  interested  parties  with  the  Federal 
Surplus  Personal  Property  Program  for 
public  airports  and  to  outline  procedures 
to  be  used  In  applying  for  and  acquiring 
surplus  personal  property  for  this 
purpose. 

1.50/5150-2A  CH  1  (2-21-74). 

Adds  material  to  paragraph  24,  Chap¬ 
ter  6.  which  was  Inadvertently  omitted  In 
the  Advisory  Circular  during  prepara¬ 
tion. 

AIRPORT  COMPLIANCE  PROGRAM 

150/519(^1  Minimum  Standards  (or 
(".ommercial  Aeronautical  Activities 
on  Public  Airports  (8—18—66). 

Gives  to  owners  of  public  airports  in¬ 
formation  helpful  In  the  development 
and  application  of  minimum  standards 
for  commercial  aeronautical  activities. 

150/5190— 2A  Exclusive  Rights  at  .Air¬ 
ports  (4—4—72). 

Makes  available  to  public  airport  own¬ 
ers,  and  to  other  interested  persons,  basic 
Information  and  guidance  on  FAA’s 
policy  regarding  exclusive  lights  at  pub¬ 
lic  airports  on  which  Federal  funds,  ad¬ 
ministered  by  FAA,  have  been  expended. 

1.50/5190-24  CHI  (10-2-72). 

Deletes  the  reference  to  the  sale  of 
aeronautical  charts  by  the  National 
Ocean  Survey  (formerly  the  U.S.  Coast 
and  CSeodetlc  Survey)  and  to  encourage 
airport  owners  to  obtain  UNICOM  li¬ 
cense  In  their  own  names  and  make  these 
facilities  available  to  all  fixed  base  op¬ 
erators. 

150/5190—3.4  Model  ,  .4irport  lla/urd 
Zoning  Ordinance  (9—19—72). 

Provides  a  model  airport  hazard  zon¬ 
ing  ordinance  for  airports.  The  model 
ordinance  Is  Intended  merely  as  a  guide 
to  control  manmade  and  natural  hazards 
to  aircraft  and  will  require  modifications 
and  revisions  to  meet  the  varying  clr- 
cum.stances  and  the  state  and  local  laws. 

AIRPORT  SAFETY — GENERAL 

150/5200— 3A  Bird  Hazards  lo  Aircraft 
(3-2-72). 

Transmits  to  the  aviation  public  the 
latest  published  Information  ccxicernlng 
the  reduction  of  bird  strike  hazards  to 
aircraft  In  flight  and  in  the  vicinity  of 
airports. 

150/5200—4  Foaming  of  Runways  (12- 

21-66). 

Discusses  runway  foaming  and  sug¬ 
gests  procedures  for  providing  this 
service. 


150/5200—5  lk>n>ideratiun!9  for  lliv  liti- 
provcmcnl  of  Airport  Safety  (2-2- 
67). 

Emphasizes  that.  In  the  Interest  of  ac- 
cldent/lncldent  prevention,  airport  man¬ 
agement  should  conduct  self-evaluations 
and  operational  safety  Impectlons.  An 
exchange  of  Information  and  suggestions 
for  the  Improvement  of  airport  safety  Is 
also  suggested. 

150/5200-6A  .Security  of  Aircraft  at 
Airporta  (^28-68). 

Directs  attention  to  the  problem  of  pil¬ 
ferage  from  aircraft  on  alnx>rts  and  sug¬ 
gests  action  to  reduce  pilferage  and  the 
hazards  that  may  result  therefrom. 

1.50/. 5200— 7  Safety  on  Airports  During 
Maintenance  of  Runway  Lighting 
(1-24-68). 

Points  out  the  possibility  of  an  acci¬ 
dent  occurring  to  airport  employees 
caused  by  electrocution. 

150/5200—8  Use  of  dieniical  Controliv 
to  Repel  Flocks  of  Birds  at  .Airports 
(5-2-68). 

Acquaints  airport  operators  with  new 
recommendations  on  the  use  of  chemical 
methods  for  dispersing  flocks  of  birds. 

150/.5200— 9  Bird  Reactions  and  .Searing 
Devices  (6—26—68). 

Transmits  a  report  on  bird  species  and 
their  responses  and  reactions  to  scaring 
device.s. 

1 .50/ 5200—1 1  Airport  Terminals  and  flic 
Physically  Handicapped  (11—27—68). 

Discusses  the  problems  of  the  physi¬ 
cally  handicapped  air  traveler  and  sug¬ 
gests  features  that  can  be  Incorporated 
In  modification  or  new  construction  of 
airport  terminal  buildings. 

1.50/5200—12  Fire  Department  Respon¬ 
sibility  in  Protecting  Evidence  at  llic 
■•set'iie  of  an  .Aircraft  Accident  (8—7— 
69). 

Furnishes  general  guidance  for  em¬ 
ployees  of  airport  management  and  other 
personnel  responsible  for  firefighting 
and  rescue  operations,  at  the  scene  of 
an  aircraft  accident,  on  the  proper  pre.s- 
entatlon  of  evidence. 

1.50/.5200-13  Removal  of  DisaM.-d  Ur- 
craft  (8-27-70). 

Discusses  the  responsibility  for  dis¬ 
abled  aircraft  removal  and  emphasizes 
the  need  for  prearranged  agreements, 
plans,  equipment,  and  Improved  coordl- 
natltm  for  the  expeditious  removal  of 
disabled  aircraft  from  airport  operating 
areas.  It  also  Illustrates  some  of  the  var¬ 
ious  methods  used,  equipment  employed, 
equipment  available,  and  concepts  for 
aircraft  recovery. 

150/5200-14  Results  of  90-Day  Trial 
Exercise  on  Fire  Department  Activity 
(9u8-70). 

Transmits  ctatlstlcal  data  ooUected 
during  a  OO-day  trial  exerdee  conducted 
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to  determine  the  relationship  between 
aircraft  fire  and  reiscue  service  activities 
and  airport  aeronautical  operations. 

1. ‘>0/5200— 15  Availability  of  the  Inter* 
national  Fire  Service  Training  Asso¬ 
ciation’s  (IFSTA)  Aircraft  Fire 
Protection  and  Rescue  Procedures 
Manual  (9-11-70). 

Announces  the  availability  of  the  sub¬ 
ject  manual.  * 

150/5200—16  Announcement  of  Report 
.AS— 71— 1  ’’Minimum  Needs  for  Air¬ 
port  Fire  Fighting  and  Rescue  Serv¬ 
ices”  D.ilc^  January  1971  (4—13— 

71) . 

Announces  the  availability  of  the  sub¬ 
ject  report  and  describes  how  to  get  it. 

150/5200—17  Eniergencv  Plan  (2—5— 

72) . 

Contains  guidance  material  for  airport 
management  to  use  in  developing  an 
emergency  plan  at  civil  airports. 

150/5200-17  CH-1  (6-28-74). 

Provides  additional  guidance  on  care 
and  services  for  uninjured  aircraft  pas¬ 
sengers. 

150/5200—18  Airport  Safety  Self-In¬ 
spection  (2—5—72). 

Suggests  functional  responsibility,  pro¬ 
cedures,  a  checklist,  and  schedule  for  an 
airport  safety  self-inspection. 

150/5200—19  Availability  of  Report  No. 
FAA— RD— 71— 20  ‘‘An  Analysis  of  Air¬ 
port  Snow  Removal  and  Ice  Control” 
dated  March  1971  (11—23—71). 

Announces  the  availability  of  subject 
report. 

150/5200—21  Announcing  the  Avuilahil- 
ity  of  U.S.  Air  Force  Technical  Order 
(T.O.  00—10.5—9)  Aircraft  Emer¬ 
gency  Rescue  Informuliun  (5—23— 

73) . 

Explains  the  nature  of  the  Technical 
Order  and  tells  how  it  can  be  obtained 
by  airport  fire  departments  which  are 
under  the  Airport  Certification  Program. 

150/5200—22  Announcing  the  Avail¬ 
ability  of  the  International  Qvil  Avia¬ 
tion  Organization  Airport  Services 
Manual,  DOC-9 137-.4N/ 898,  Part 
3,  Bird  Control  and  Reduction  (3— 
16-76). 

Announces  the  availability  of  the 
manual,  explains  its  purpase.  and  tells 
how  to  obtain  copies. 

150/5200—23  Airport  Snow  and  Ice 
Control  (11—1—76). 

Provides  guidance  to  assist  airport 
owners/operators  to  establish  or  improve 
airport  snow  and  ice  control  programs. 

150/5210-2  Airport  Emergency  Medi¬ 
cal  Facilities  and  Services  (9-3-64). 

Provides  Information  and  advice  so 
that  airports  may  take  specific  voluntary 
preplanning  actions  to  assure  at  least 
minimum  flrst-ald  and  medical  readiness 
aK>n8>iiate  to  the  size  of  the  airport  In 
terms  of  permanent  and  transient  per¬ 
sonnel. 


150/5210-^  FAA  Aircraft  Fire  and  Res- 
cne  Training  Film,  ’’Blanket  for 
Snrvival”  (10—27—65). 

Provides  information  on  the  purpose, 
content,  and  availability  of  the  subject 
training  film. 

150/5210—5  Painting,  Marking,  and 
Lighting  of  Vehicles  INed  on  an 
Airport  (8—31—66). 

Makes  recommendations  concerning 
safety,  efficiency,  and  uniformity  in  the 
interest  of  vehicles  used  on  the  aircraft 
operational  area  of  an  airport. 

150/5210— 6B  .Aircraft  Fire  and  Rescue 
Facilities  and  F]\liiigiii*liing  Agents 

(1-26-73), 

Outlines  scales  of  protection  consid¬ 
ered  as  the  recommended  level  compared 
with  the  minimum  level  in  Federal  Avia¬ 
tion  Regulation  Part  139.49  and  tells  how 
these  levels  were  established  from  test 
and  experience  data. 

150/5210-6B  CH  1  (8-22-73). 

Issues  new  guidance  under  paragraph 
9,  and  paragraph  12  of  subject  advisory 
circular. 

130/5210-6B  CH  2  (5-21-74). 

Includes  details  on  the  basic  purpose, 
care,  and  cleaning  of  proximity  suits. 
Adds  a  new  chapter  5 — contains  cri¬ 
teria  intended  for  use  in  purchasing  off- 
the-shelf  design  proximity  suits. 

1.50/5210— 7 -A  .Aircraft  Fire  and  Rescue 
Conimunicalioiis  (3—16—72). 

Provides  guidance  Information  for  use 
by  airport  management  in  establishing 
communication  and  alarm  facilities  by 
which  personnel  required  to  respond  to 
and  function  at  aircraft  ground  emer¬ 
gencies  may  be  alerted  and  supplied  with 
necessary  information. 

150/5210—8  Aircraft  Firefighting  and 
Rescue  Personnel  and  Personnel 
Clothing  (1-13-67). 

Provides  guidance  concerning  the 
manning  of  aircraft  fire  and  rescue 
trucks,  the  physical  qualifications  that 
personnel  assigned  to  these  trucks 
should  meet,  and  the  protective  clothing 
with  which  they  should  be  equipped.  _ 

150/5210—9  Airport  Fire  Department 
Operating  Procedures  During  Pe¬ 
riods  of  Low  Visibility  (10-27-47). 

Suggests  training  criteria  which  air¬ 
port  management  may  me  in  developing 
minimum  response  times  for  aircraft  fire 
and  rescue  trucks  during  periods  of  low 
visibility. 

150/5210—10  Airport  Fire  and  Rescue 
Equipment  Building  Guide  (12—7— 
67). 

This  title  is  self-explanatory. 

150/5210—11  Response  to  Aircraft 
Emergencies  (^15-69). 

Informs  airport  operators  and  others 
of  an  existing  need  for  reducing  aircraft 
firefliditing  response  time,  and  outlines  a 
uniform  response  time  goal  of  2  minutes 


within  aircraft  operational  areas  on 
airports. 

150/5210—12  Fire  and  Rescue  Seoicc 
for  C.ertificated  Airports  (3—2—72). 

Furnishes  guidance  and  explains  to 
Federal  Aviation  Administration  (FAA> 
airport  inspectors  and  airport  manage¬ 
ment  the  minimum  criteria  to  be  applied 
when  evaluating  the  aircraft  fire  and 
rescue  service  required  at  an  airport  for 
its  compliance  with  the  requlreflients  of 
FAR  Part  139. 

1.50/5210—13  Water  Rescue  Plans,  Fa¬ 
cilities,  and  Equipment  (5—4—72). 

Suggests  planning  procedures,  facili¬ 
ties,  and  equipment  to  effectively  per¬ 
form  rescue  operations  when  an  aircraft 
lands  in  a  body  of  water,  swamp,  or  tidal 
area  where  normal  aircraft  firefighting 
and  rescue  service  vehicles  are  unable  to 
reach  the  accident  scene. 

1.50/5220—1  Guide  Specification  for  a 
Light-Weight  Airport  Fire  and  Res¬ 
cue  Truck  (7-24-44). 

Describes  a  vehicle  with  performance 
capabilities  considered  as  minimum  for 
an  acceptable  light  rescue  truck. 

150/.5220-4  Water  Supply  Sysiems  for 
.Aircraft  Fire  and  Rescue  ProtiM-tion 
(12-7-67). 

The  title  is  self-explanatory. 

150/5220—6  Guide  Specification  for 
1,000-Gallon  Tank  Truck  (4—10— 
68).  • 

Assists  airport  management  in  the  de¬ 
velopment  of  local  procurement  specifi¬ 
cations. 

150/.5220— 9  Aircraft  Arresting  System 
for  Joint  Civil/ Militarv  .Airports 
(4-6-70). 

Updates  existing  policy  and  describes 
and  illustrates  the  various  types  of  mili¬ 
tary  aircraft  emergency  arresting  sys¬ 
tems  that  are  now  Installed  at  various 
joint  clvll/milltary  airports.  It  also  in¬ 
forms  users  of  criteria  concerning  in- 
stallaticms  of  such  systems  at  joint  civil ' 
military  airports. 

1.50/52Z0— 10  Guide  Specification  for 
W’ater/Foam  Type  Aircraft  Fire  and 
Rescue  Trucks  (5—26—72). 

Assists  airport  management  in  the 
development  of  local  procurement 
specifications. 

150/5220-10  CH  1  (12-4-72). 

Replaces  Information  on  weight  dis¬ 
tribution  and  fire  pump  engines  which 
was  omitted  when  the  subject  circular 
was  developed,  consolidating  informa¬ 
tion  from  four  other  circulars. 

150/5220-10  CH  2  (8-22-73). 

Expands  the  guidance  under  para¬ 
graph  14  of  subject  AC  to  permit  the 
design  of  engine  systems  to  operate  in 
freezing  temperatures  for  prolonged 
periods  and  to  provide  devices  insula¬ 
tion  materials,  etc.,  to  prevent  the  truck 
fire  fighting  system  from  freezing. 
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150/5230-3  Fire  Prevention  During 
AircraD  Fueling  Operations  (4-8- 
69). 

This  advisory  circular  provides  Infor¬ 
mation  on  fire  preventive  measures 
which  aircraft  servicing  personnel  should 
observe  during  fueling  operations. 

150/5240—7  A  Fuel/Energy  Conserva¬ 
tion  Guide  for  Airport  Operators  (2— 
19-74). 

Identifies  potential  areas  where  fuel 
and  energy  usage  can  be  conserved  to  as¬ 
sist  airport  operators  In  their  voluntary 
actions  In  reducing  fuel  and  energy 
consumption. 

150/5280—1  Airport  Operations  Manual 
(6-16-72). 

Sets  forth  guidelines  to  assist  airport 
operators  In  developing  an  Airport  Op¬ 
erations  Manual  In  compliance  with  the 
requirements  of  FAR  Part  139. 

150/5280—2  Caidanee  for  Airport  Op- 
erators-Uae  of  Notices  to  Airmen  as 
Related  to  FAR  Part  139  (2-12-74). 

Provides  the  airport  operator  with 
gxildance  on  Notices  to  Airmen  and  as¬ 
sists  him  In  understanding  the  system 
In  relation  to  the  requirements  of  FAR 
Part  139. 

DESIGN,  CONSTRUCTION,  AND  MAINTE¬ 
NANCE - GENERAL 

150/5300— 2C  Airport  Designs  Stand¬ 
ards— Site  Requirements  for  Termi¬ 
nal  Navigational  Facilities  (9—21— 
73). 

Provides  Information  regarding  the 
relative  location  and  siting  requirements 
for  the  terminal  navigation  facilities 
located  on  or  close  to  an  airport. 

150/5300-2C  CH  1  (3-1-74). 

Transmits  a  revised  Pig.  2-12  correct¬ 
ing  the  guidance  for  the  location  of  the 
IIjS  Middle  Marker  Beacon. 

150/5300— 4B  Utility  Airports— Air  Ac¬ 
cess  to  Nations!  Transportation  (^ 
24-75). 

Establishes  design  standards  for  util¬ 
ity  airports  which  are  constructed  for 
and  Intended  to  be  used  by  propeller- 
driven  aircraft  of  12,500  pounds  maxi¬ 
mum  gross  weight  or  less. 

150/5300-4B  CH  1  (8-24-76). 

150/5300—5  Airport  Reference  Point 
(9-26-68). 

Defines  and  presents  the  method  for 
calculating  an  airport  reference  point. 

150/5300-6  Airport  Design  Standards. 
General  Aviation  Airports,  Basic  and 
General  Transport  (7—14^9).  Con¬ 
solidated  Reprint  August  1975  In¬ 
corporates  Changes  1  and  2. 

Provides  recommended  design  criteria 
for  the  development  of  larger  than 
general  utility  airports. 

150/5300-7B  FAA  Policy  on  Facility 
Relocations  Occasion^  by  Airport 
Improvements  or  Changes  (11—^ 
72). 

Reaffirms  the  aviation  community  of 
the  FAA  policy  governing  responsibility 
for  funding  relocation,  replacement  and 


modification  to  air  traffic  control  — wt 
air  navigation  facilities  that  art  maN* 
necessary  by  Improvements  or  dianges 
to  the  airport. 

150/5300—8  Planning  and  Design  Cri¬ 
teria  for  Metropolitan  STXM.  P<w1s 
(11-5-70). 

Provides  the  criteria  recommended  for 
the  planning  and  design  of  BTOL  ports 
In  metropolitan  areas. 

150/5300-8  Ce  1  (4-3-75). 

Transmits  revised  requirements  for 
color  coding  of  threshold  and  runway 
end  lights  on  8TOL  runways. 

150/5300—9  Predesign  and  Precon¬ 
struction  Conferences  (ADAP)  iSvj- 
ecU  (9-10-73). 

Emphasizes  the  need  for,  and  encour¬ 
ages  the  use  of,  predesign  and  precon¬ 
struction  conferences  as  valuable  tools  In 
the  administration  of  construction  con¬ 
tracts  ftmded  under  the  ADAP. 

150/5300—10  Federal  Aviation  Admin¬ 
istration  Funded  Study — Analysis  of 
General  Aviation  Airports  Developed 
With  and  Withou'  Federal  Financial 
Assistance  (7—21—75). 

Transmits  the  rectxnmendatlons  and 
conclusions  of  a  study  conducted  for  the 
FAA.  Advises  the  public  as  to  how  they 
may  obtain  the  reports. 

150/5320— 5B  Airport  Drainage  (7—1— 
70). 

Provides  guidance  for  engineers,  air¬ 
port  managers,  and  the  public  in  the 
design  and  maintenance  of  airport  drain¬ 
age  systems.  ($1.30  OPO.)  TD  4.8:D78/ 
970.  SN  050-007-00149-5. 

150/5320— 6B  Airport  Pavement  Design 
and  Evaluation  (5—28—74). 

Provides  guidance  to  the  public  for  the 
design  and  evaluation  of  pavements  at 
civil  airports. 

150/5320-6B  CH  1  (11-18-74). 

Transmits  several  changes  to  the  basic 
advisory  circular. 

150/5320—10  Environmental  Enlinnee- 
nient  at  Airports — Industrial  '^'aste 
Treatment  (4—16—73). 

Provides  basic  Information  on  the  na¬ 
ture  and  treatment  of  Industrial  wastes 
produced  at  airports. 

150/5320-10  CH  1  (11-18-74). 

150/5320—11  Rnn%»ay  Categorization — 
Aeronautical  Studies  .4irporl  Own¬ 
ers'  Responsibilities  (9—21—73). 

Emphasizes  the  need  for  airport  own¬ 
ers  to  maintain  runway  and  approach 
zone  categories  and  locations  on  file  with 
FAA  so  they  may  be  given  consideration 
under  the  regulaUtms  of  FAR  Part  77. 

150/5320-12  Methods  for  the  Design, 
Construction,  and  Maintenance  of 
Skid  Reaiataut  Airport  Pavement  Sur¬ 
faces  (7-80-75). 

Provides  guidance  <xi  methods  that  can 
be  used  to  provide  and  maintain  airport 
pavement  surface  fiioUon  characteris¬ 
tics. 


lSO/5825— 2C  Airport  Design  Staiid- 
ards  Air  Carrier  Airpon»— .Surface 
Gradient  and  Line-of-Sighi  (2— (>- 
75). 

Establishes  deaign  standards  for  air¬ 
ports  served  by  certificated  air  carriers 
to  assist  engineers  In  (1)  designing  the 
gradients  of  alrptuts  surface  areas  used 
to  accommodate  the  landing,  takeoff, 
and  other  ground  movement  require¬ 
ment  of  airplanes  while  (2)  providing 
adequate  line  of  sight  between  airplanes 
operating  on  airports. 

150/5325-2C  CH  1  (4-21-75). 

Transmits  revised  criteria  for  unob¬ 
structed  line-of-slght  al<mg  individual 
runways  and  between  Intersecting  run¬ 
ways. 

150/5325—3  Rackgrouiid  Iiifuriiiati*iM 
on  the  Aircraft  Performaiire  Cur\<-s 
for  Large  Airplane*  (1— 26— 6.>). 
Consolidated  Reprint  May  197-(. 
Includes  Change  1. 

Provides  airport  designers  with  Infor¬ 
mation  on  aircraft  performance  curves 
for  design  vdilch  will  assist  them  In  an 
objective  Interpretation  of  the  data  used 
for  runway  length  determination. 

150/5325—4  Runway  Length  Require¬ 
ments  for  Airport  Design  (4-5-65) 
Consolidated  Reprint  August  1974). 
Includes  Changes  1  through  8. 

Presents  aircraft  performance  cm-ves 
and  sets  forth  standards  for  the  deter¬ 
mination  of  runway  lengths  to  be  pro¬ 
vided  at  airports.  The  use  of  these  stand¬ 
ards  Is  required  for  project  activity 
under  the  Federal-Aid  Airport  Program 
when  a  specific  critical  aircraft  Is  con¬ 
sidered  as  the  basis  for  the  design  of  a 
runway. 

150/5325-4  CHG  9  (8-15-75). 
150/5325-4  Ch  10  (5-18-76). 
150/5325-4  Ch  11  (11-15-76). 
150/5325— 5B  Aircraft  data  (7—30—75). 

Presmts  a  listing  of  principal  dlmen- 
sltms  oi  aircraft  affectl^  airport  design 
for  guidance  in  airport  development. 

150/5325-5B  Ch  1  (6-25-76). 

150/5325— 6A  Airport  Design  '  Stand¬ 
ards— Effects  and  Treatmoni  of  Jet 
Blast  (7-13-72). 

Presents  criteria  on  the  jet  engine 
blast  velocities  associated  with  aircraft 
in  common  use  In  air  carrier  service,  the 
effects  of  these  blast  velocities  during 
ground  operations,,  and  suggested  means 
to  coimteract  or  minimize  these  effects. 

150/5325—8  Compass  Calibration  Pad 
(5-8-69). 

Provides  guidelines  for  the  design, 
location  on  the  airport,  and  construc- 
tion  of  a  compass  calibration  pad,  and 
basic  Information  concerning  Its  use  In 
determining  the  deviation  error  In  an 
aircraft  magnetic  compass. 

150/5335-lA  Airport  Design  Snmd- 
■rds  Airports  Serviced  by  Air  Car¬ 
riers— Taxiways  (5—15—70). 

Provides  criteria  on  taxiway  design 
for  airports  served  by  certificated  route 
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air  carriers  with  present  airplanes  and 
those  anticipated  in  the  near  future. 

130/5333-1 A  CH  1  (10-4-73). 

Transmits  revised  pages  to  the  subject 
advisory  circular. 

1.30/5333—2  Aiporl  .Aprons  (1—27—6.3). 

Provides  the  criteria  for  airport  aprons 
which  are  acceptable  in  accomplishing  a 
project  meeting  the  eligibility  require¬ 
ments  of  the  Federal-aid  Airport  Pro¬ 
gram. 

130/.3333— 3  Airport  Design  Sland- 
anl*-— .Airports  Served  by  .Air  (jir- 
riers— Bridges  and  Tunnels  €»n  .Air- 
pi>rts  (4—19—71). 

Provides  general  guidance  to  those 
contemplating  the  construction  of  a 
bridge-type  structure  to  allow  aircraft  to 
cross  over  an  essential  surface  transpor¬ 
tation  jnode. 

130/3335-3  <  H  1  (3-30-73). 

Transmits  revised  pages. 

130/3335—4  Airport  Design  Standards — 
Airports  Served  by  Air  Carriers^ 
Runway  Geometries  (7—21—75). 

Provides  criteria  on  runway  geometric 
design  for  airports  served  by  certificated 
route  air  carriers. 

130/5335-4  011  (6-14-76). 

150/5340— ID  Marking  of  Pa’etl  Areas 
on  Airports  (1—19—73). 

Describes  standards  for  marking  serv¬ 
iceable  runways  and  taxlways  as  well  as 
deceptive,  closed,  and  hazardous  areas 
on  airports. 

130/5340— 4C  Installation  Details  for 
Runway  Centerline  and  TouelidoMii 
Zone  Lighting  Systems  (5—^75). 

(Reprinted  1976  includes  change  1.) 
Describes  standards  for  the  design  and 
installation  of  runway  centerline  and 
touchdown  zone  lighting  systems. 

150/5340— 5A  Segmented  Ciwle  Airp<*rt 
Marker  System  (9—10—71). 

Sets  forth  standards  for  a  system  of 
airport  marking  consisting  of  certain 
pilot  aids  and  traffic  control  devices. 

150/5340—8  Airport  51-foot  Tiibiil:ir 
Beaeon  Tower  (6—11—64). 

Provides  design  and  installation  de¬ 
tails  on  the  subject  tower. 

150/5340— 14B  Eeonomy  Approaeli 
I.ighting  .Aids  (6—19—70). 

Describes  standards  for  the  design, 
selection,  sitting,  and  maintenance  of 
economy  approach  lighting  aids. 

150/5340-14B  CH  1  (6-24-73). 

Transmits  equipment  specifications  for 
an  omnidirectional  lead  in  approach  light 
system. 

150/5340-14B  CH  2  (2-11-75). 

.  Provides  equipment  specifications  for 
an  omnldlrecttonal  runway  end  identifier 
light  system  (REIL) . 


130/5346-17A  Standby  Powrr  for  Non- 
FA.A  Airport  Lighting  Svstema  (3— 
19-71). 

Describes  standards  for  the  design,  in¬ 
stallation.  and  maintenance  of  standby 
power  for  nonagency  owned  airport 
visual  aids  associated  with  the  National 
Airspace  System  (NAS> . 

1.30/5.340—18  Taxiwav  (iuidiint'o  Swit-m 
(9-27-68). 

Describes  the  recommended  standards 
for  design,  installation,  and  maintenance 
of  a  taxiway  guidance  sign  system. 

1.30/5.340—19  •  Taxiuay  Onlorlino  l.ielit- 
ing  S>>loni  (1 1—14—68). 

Describes  the  recommended  standards 
for  design,  installation,  and  maintenance 
of  a  taxiway  centerline  lighting  systein. 

130/.3310— 20  Insiallulion  Details  and 
Mainlenunre  Standards  for  Ke- 
flertive  Markers  fur  .Airport  Runway 
and  Taxiway  Centerlines  (2—17—69). 
Describes  standards  for  the  installa¬ 
tion  and  maintenance  of  reflective  mark¬ 
ers  for  airport  runway  and  taxiway 
centerlines. 

1.30/3340—21  Airport  Mis4-ellaneoiis 
Lighting  Visual  .Aids  (.‘1—2.3—71). 

Describes  standards  for  the  system  de¬ 
sign,  installation,  inspection,  testing,  and 
maintenance  of  airport  miscellaneous 
visual  aids;  l.e.,  airport  beacons,  beacon 
towers,  wind  cones,  wind  tees,  and  ob¬ 
struction  lights. 

130/.3340— 22  Maintenanrr  Guide  for 
Determining  Degradation  and  (lean¬ 
ing  of  Centerline  and  Toueliduwn 
Zone  Lights  (4—20—71). 

Contains  maintenance  recommenda¬ 
tions  for  determining  degradation  and 
cleaning  of  centerline  and  touchdown 
zone  lights  Installed  in  airport  pave¬ 
ment. 

130/5340-22  CH  1  (6-23-71). 

Transmits  a  page  change  to  subject 
advisory  circular. 

150/5340— 23A  Supplemental  Wind 
Cones  (6-24—75). 

Describes  standards  for  the  perform¬ 
ance  and  location  of  supplemental  wind 
cones. 

150/5340—24  Runway  and  Taxiway 
Edge  Lighting  System  (9—3—75). 

Describes  standards  for  the  design.  In¬ 
stallation,  and  maintenance  of  runway 
and  taxiway  edge  lighting. 

150/.3340— 25  Visual  .Approach  Slope 
Indicator  (V.ASI)  Svstema  (9—24— 

76). 

\ 

Describes  standards  for  the  design,  in¬ 
stallation,  and  maintenance  of  visual  ap¬ 
proach  slope  indicator  systems. 

150/5345-lE  Approved  .Airport  Light¬ 
ing  Equipment  (9—9—76). 

Contains  Usts  of  approved  airport 
lighting  equipment  and  manufacturers 
qualified  to  supply  their  product  In  ac¬ 


cordance  with  the  indicated  specifica¬ 
tion  requirements. 

1.30/5345—2  Specification  fer  Iv— 810 
Obstruction  Light  (11 — 1—63). 

Required  for  PAAP  project  activity. 
130/3343-2  CH  1  (10-28-66). 

Transmits  page  changes  to  the  subject 
advisory  circular.  This  change  provides 
for  a  new  Alloy  360  In  the  die  casting 
process. 

1 .30/.33  13— 3B  Specification  for  L— 821 
Airp<»rt  Lighting  Panel  fur  Remote 
Control  of  Airport  Lighting  (1—21  — 
72). 

Describes  the  specification  require¬ 
ments  for  an  airport  lighting  control 
panel  for  the  remote  control  of  airport 
lighting  circuits  and  Is  published  by  the 
Federal  Aviation  Administration  for  the 
guidance  of  the  public. 

130/,33t3— 4  Specificatitiii  for  1—892 
Internally  Lighted  .Airport  Taxi  (Guid¬ 
ance  Sign  (10—15—63).  • 

Required  for  PAAP  project  activity. 
130/5345-4  CH  1  (10-28-66). 

Transmits  page  changes  to  the  subject 
advisory  circular.  This  change  provides 
for  a  new  Alloy  360  In  the  die  casting 
process. 

1.30/.3.343— 5  .Specification  for  1—817 
Circuit  Selector  Switch,  5,000  Volt 
20  .Ani|>cre  (9—3—63). 

Required  for  PAAP  project  activity. 

150/5345— 7C  Specification  for  L— 824 
L'nderground  Electrical  Cables  for 
Airport  Lighting  Qrcnita  (2—4—76). 

Describes  the  specification  require¬ 
ments  for  underground  electrical  cables 
for  airport  lighting  circuits.  Published 
by  the  FAA  for  the  guidance  of  the 
public. 

150/534.3— KM!  Specification  for  1—828 
C!onstant  Current  Regulator;  (10— 
22-71). 

Describes  the  subject  specification  re¬ 
quirements  and  Is  published  by  the  Fed¬ 
eral  Aviation  Administration  for  the 
guidance  of  the  public. 

150/5345—11  Specification  fur  1—812 
Static  Indoor  Type  Constant  Current 
Regulator  Assembly,  4  Kw  and  7^ 
Kw,  With  Brightness  (Control  for  Re¬ 
mote  Operations  (^2—64). 

Required  for  PAAP  project  activity. 

150/5345— 12A  Specification  for  L— 801 
Beacon  (5— 1^-67).  Consolidated  R». 
print  November  1974.  Includea 
Change  1. 

Describes  the  subject  specification  rw- 
qulrements. 

150/5345-13  Specification  for  L-S4I 
Auxiliary  Relay  Cabinet  Assembly  fen 
Pilot  Control  Airport  Lighting  C3^ 
cuits  (l^-^4). 

Required  for  PAAP  project  activity. 
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150/5345—18  Specification  for  1^411 
Static  Indoor  Type  Constant  Current 
Regulator  Assembly,  4  Ksr;  With 
Brightness  Control  and  Runway  Se¬ 
lection  for  Direct  Operation  (3—3— 
64). 

Required  for  FAAP  project  activity. 
150/5345-18  CH  1  (5-28-64). 

Advises  that  a  detail  requirement  Is 
not  applicable  to  the  circular. 

150/5.345—21  Specification  for  L813 
Static  Indoor  TyTC  Constant  Current 
Regulator  Assembly;  4  Kw  and 
Kw;  for  Remote  Operation  of  Taxi¬ 
way  Lights  (7—28—64). 

Describes  the  subject  specification 
requirements. 

150/5345— 26A  Specification  for  1^823 
Plug  and  Receptacle,  Cable  Connec¬ 
tors  (5—4—71). 

Describes  the  subject  specification 
requirements. 

150/5345-26A  Ch  1  (9-11-75). 

150/5345— 27A  Specification  for  L^.807 
Eight-foot  and  Twelve-foot  Unlighted 
or  Externally  Lighted  Wind  Cxine  As¬ 
semblies  (^16—69). 

Describes  the  subject  specification 
requirement  for  a  hinged  steel  pole 
support,  an  anodized  tapered  aluminum 
hinged  base  pole  support,'  and  an  ‘‘A’* 
frame  fixed  support  with  a  pivoted 
center  pipe  support. 

150/5345— 28B  Specification  for  L— 851 
Visual  Approach  Sope  Indicators 
and  Accessories  (2—16—72). 

Describes  the  specification  require¬ 
ments  for  visual  approach  slope  indicator 
(VASI)  and  simple  abbreviated  visual 
approach  slope  indicator  (SAVASI) 
equipment  and  accessories. 

150/5345—36  Specification  for  L— 808 
Lighted  Wind  Tee  (2—3—65). 

Describes  the  subject  specification 
requirements. 

150/5345— 39A  FAA  Sp^ification  L— 
853,  Runway  and  Taxiway  Centeriine 
Retroreflective  Markers  (?^17— 71). 

Describes  specification  requirements 
for  Ir-853  Runway  and  Taxiway  Retro- 
reflective  martcers,  for  the  guidance  of 
the  public. 

150/5345— 42A  FA.4  Specification  L- 
857,  Airport  Light  Bases,  Trans¬ 
former  Housing  and  Junction  Boxes 
(10_4_73). 

Describes  specification  requirements 
for  airport  light  bases,  transformer 
housing  and  junction  boxes  for  the  guid¬ 
ance  of  the  public. 

150/5345-42A  Oi  1  (11-14-75). 

150/5S45-43B  FAA/DOD  Specification 
L-856,  High  Intensity  (H>struction 
Lighting  Systems  (11—1—73). 

Contains  equipment  specifications  for 
high  intensity  obstruction  lighting 
systems. 


150/5345— 44A  Specifieation  for  L-858 
RctroreflectiTe  Taxiway  Cnidance 
Signs  (7-20-71). 

Describes  the  specification  for  retro- 
reflective  taxiway  guidance  signs. 

150/5345—45  Lightweight  Approach 
Light  Structure  (5-10-73). 

Presents  the  specifications  for  light¬ 
weight  structures  for  supp>orting  lights 
as  used  in  visual  navigational  aid 
systems. 

150/5345—46  Specification  for  Semi¬ 
flush  Airport  Lights  (7-11-75). 

Establishes  the  performance  require¬ 
ments  and  pertinent  construction  details 
for  omnidirectional,  imidirectional,  and 
bidirectional  semiflush  inset  light  assem¬ 
blies  to  be  used  for  lighting  airport  run¬ 
ways  and  taxlw'ays. 

150/5345-46  Ch  1  (9-9-75). 

AC  150/5345—46  Ch  1  Errata  ^eel 
(11-20-75). 

150/5345—47  Is<dation  Transformer* 
for  Airport  Lighting  Systems  (7— 
28-75). 

Contains  the  specifications  require¬ 
ments  for  series-to-serles  Isolation  trans¬ 
formers  for  use  in  airport  lighting 
systems. 

150/5345—48  Specification  for  Runway 
and  Taxiway  Edge  Lights  (8—1—75). 

Contains  the  specification  require¬ 
ments  for  airport  runway  and  taxiway 
edge  lights  for  the  guidance  of  the  puUlc. 

150/5345-48  Ch  1  (7-13-76). 

150/5355— lA  International  Signs  to  Fa¬ 
cilitate  Passengers  Using  Airports 
(11-3-71). 

Informs  airport  authorities  of  the  de¬ 
sirability  to  provide  international  signs 
and  diagrammatic  maps  within  terminal 
buildings  and  of  the  need  for  clearly 
marked  road  signs  for  airports. 

150/5355—2  Fallout  Shelters  in  Termi¬ 
nal  Buildings  (4—1—69). 

Furnishes  guidance  for  the  planning 
and  design  of  fallout  shdters  in  airport 
terminal  buildings.  « 

150/5360—2  Airport  Cargo  Facilities 
(4-6-64). 

Provides  guidance  material  on  air 
cargo  facilities. 

150/5360—4  Cuideliiies  for  Federal  In¬ 
spection  Services  Facilities  at  Inter¬ 
national  Airports  of  Entry  and  at 
Landing  Rights  Airports  (5—20-76). 

Announces  the  availability  of  more 
current  information  on  the  requirements 
for  Federal  Inspection  Services  at  air¬ 
ports  of  entry  and  at  landing  rights 
airports. 

150/5360—5  Announcement  of  Avail¬ 
ability  of  the  International  Gvfl  Avi¬ 
ation  Organizaton  (ICAO)  Computer 
DaU  Bank  Material  (8-13-76). 

Announces  the  availability  of  com¬ 
puter  data  hank  material  on  airports 
shown  in  the  International  Civil  Aviation 
Organization  (ICAO)  Regional  Air  Navi¬ 
gation  Plans  and  how  it  cam  be  obtained. 


150/5360—6  Airport  Terminal  Building 
Development  with  Federal  Participa¬ 
tion  (10—5—76). 

Provides  guidance  pertaining  to  Fed¬ 
eral  participation  in  airport  terminal 
building  construction  under  the  provi¬ 
sions  of  the  Airport  and  Airway  Develop¬ 
ment  Act,  as  aunended. 

150/5360—7  Planning  and  Design  Con¬ 
sideration  for  Airport  Terminal 
Building  Development  (9—5—76). 

Presents  planning  and  design  proce¬ 
dures  to  be  considered  in  airport  ter¬ 
minal  building  development  funded 
under  the  Airport  and  Airway  Develop¬ 
ment  Act,  as  amended. 

150/5360—8  Announcement  of  .\vail- 
ability  of  Information  on  Foreign 
.Airport  Planning,  Design,  Construc¬ 
tion,  and  Trade  Opportunities  (9— 

24-76). 

Provides  Information  on  the  avail¬ 
ability  of  the  UJS.  Dept,  of  Commerce 
Foreign  Trade  Opportunities  Program 
and  on  publications  Issued  on  foreign 
airport  plaiming,  design,  construction, 
and  trade  oppm’tunltles. 

150/5370-2A  Operational  Safety  on 
Airports  With  Emphasis  on  Safety 
Dn^g  Construction  (6-28-75). 

Presents  guidelines  concerning  opera¬ 
tional  safety  on  airports  with  special  em¬ 
phasis  on  safety  during  periods  of  con¬ 
struction  activity. 

150/5378-2A  CH  1  (8-2-76), 

150/5370—4  Procedures  Guide  for  Using 
the  Standard  Specificatiems  for  Con¬ 
struction  of  Airports  (5—29—69). 

Provides  guidance  to  the  public  in  the 
use  and  apiflicatlon  of  the  Standard 
^}eciflcatlons  for  Construction  of 
Airports. 

150/5370-5A  Offshore  Airports  (2-21- 
75). 

Announces  to  the  public  the  availabil¬ 
ity  of  a  two-volume  report  on  offshore 
airport  planning  and  construction 
methods  and  bow  to  obtain  the  report. 

150/5370-6  Construction  Progress  and 
Inspection  Report — Federal-.Aid  Air¬ 
port  Program  (3—16—70). 

Provides  for  a  report  on  construction 
progress  and  inspection  of  Federal-aid 
Airport  Program  (PAAP)  projects,  sug¬ 
gests  a  form  for  the  report,  and  recom¬ 
mends  use  of  the  form  unless  other 
arrangements  exist  to  obtain  the  type  of 
Information  provided  by  the  form. 

150/5370—7  Airport  Construction  Con¬ 
trols  To  Prevent  Air  and  ^'ater  Pol¬ 
lution  (4-26-71). 

Supplies  guidance  material  on  compli¬ 
ance  with  air  and  water  standards  dur¬ 
ing  construction  of  airports  developed 
under  the  Airport  and  Airway  Devriop- 
ment  Act  of  1970. 

150/5370—9  Slip-Forni  Paving — Piwt- 
land  Cement  Concrete  (6—7—73). 

Transmits  guidance  for  the  construc¬ 
tion  of  Portland  Cement  Concrete  pave¬ 
ments  by  the  slip-form  method. 
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150/5370-10  Staadarda  for  SpcctfTing 
Construction  of  Airports  (1(V^4— 
74). 

Provides  eonstniction  standards  usual¬ 
ly  used  to  specify  grading,  drainage,  pav¬ 
ing,  lighting,  fencing,  and  turfing  Items 
of  work  on  civil  aln^rts.  (|7.25  OPO) 
TD  4.24;  #74.  SN  050-007-00264-5. 

150/5370-11  Use  of  Nonilestructive 
Testing  Devices  in  the  Evaluation  of 
Airport  Pavements  (6—4—76). 

Provides  guidance  to  the  public  on  the 
use  of  nondestructive  testing  devices  as 
aids  in  the  evaluation  of  the  load-carry¬ 
ing  capacity  of  airport  pavements. 

150/5300— 4  Ramp  Operations  During 
Periods  of  Snow  and  Ice  .Accumula¬ 
tion  (9— 11-^8). 

Directs  attention  to  an  Increased  ac¬ 
cident  potential  when  snow  or  Ice  accu- 
mtilates  on  the  surfaces  of  ramps  and 
aircraft  parking  and  holding  areas  and 
suggests  some  measures  to  reduce  this 
potential. 

1 50/ 5380—5  Debris  Hazards  at  Civil  Air¬ 
ports  (3—8—71). 

Discusses  problems  of  debris  at  air¬ 
ports,  gives  Information  on  foreign  ob¬ 
jects,  and  tells  how  to  eliminate  such 
objects  from  operational  areas. 

150/5390-1 A  Heliport  Design  Guide 
(11-5-69). 

(Out  of  print.  Being  revised.) 

Contains  design  guidance  material  for 
the  development  of  heliports,  both  sur¬ 
face  and  elevated.  ($1.50  QPO.)  TD 
4.108  :H36.  SN  050-008-00002-9. 

Planking  Grant  Program 

150/5900— 1 A  The  Planning  Grant  Pro¬ 
gram  for  Airports  (9—26—74). 

Offers  guidance  to  the  sponsors  of  alr- 
ix>rt  system  plans  and  airport  master 
plans  on  how  to  participate  In  the  FAA’s 
'  Planning  Grant  Progwun.  It  describes 
the  application  process  and  the  admin¬ 
istrative  procedures  to  be  followed  In 
performing  planning  projects. 

Air  Navigational  Facilities 
Subject  No.  170 

170— 3B  Distance  Measuring  Equipment 
(DME)  (11-8-65). 

Presents  Information  on  DME  and 
some  of  Its  uses  to  pilots  unfamiliar  with 
this  navigational  aid. 

170^A  Use  of  Radio  Navigation  Test 
Generators  (3—30—66). 

Gives  Information  received  from  the 
Federal  Commtmlcatlons  Commission  as 
to  the  frequencies  on  which  the  FCX)  will 
license  test  generators  (used  to  radiate  a 
radio  navigation  signal)  within  the  sc<H>e 
of  Its  regulations  and  gives  additional 
Information  to  assist  the  user  when 
checking  aircraft  navigation  receivers. 

170-8  Use  of  Comason  Frequencies  for 
Instrument  Landing  Systems  Located 
on  Opposite  Ends  of  the  Same  Run¬ 
way  (11—7^56). 

In  the  future,  common  frequencies  may 
be  assigned  to  like  components  of  two  in¬ 


strument  landing  systems  serving  oppo¬ 
site  ends  of  the  same  runway.  This  will 
Include  the  localizers,  ^de  slopes,  and 
associated  outer  and  middle  marker  com¬ 
pass  locators  (LOM  and  LMM). 

170-9  Criteria  for  Acceptance  of  Owner¬ 
ship  and  Servicing  of  Chril  Aviation 
Interest  (s)  Navigational  and  Air 
Traffic  Ctmtrol  Systems  and  Equip¬ 
ment  (11—26—68). 

Contains  a  revised  FAA  policy  under 
which  the  FAA  accepts  condltl<mal  own¬ 
ership  of  equipment  and  systems  from 
civil  aviation  Interests,  without  the  use 
of  Federal  funds,  and  operates,  main¬ 
tains,  and  provides  the  logistic  support 
of  such  equipment. 

170—10  FAA  Rcromnicndations  to  FCC 
on  Licensing  of  Non-Fedcral  Radio 
Navigation  Aids  (10—17—69). 

Gives  background  information  and  de¬ 
scribes  the  basis  for  recommendations  to 
be  made  by  the  FAA  to  the  Federal  Com¬ 
munications  Commission  (FCC)  regard¬ 
ing  licensing  of  radio  navigation  aids. 

170-11  Amendment  of  Federal  Aviation 
Regulation  Part  171  (FAR— 171)— — 
Cost  of  Flight  and  Ground  Inspec¬ 
tions  (9—17—70). 

Alerts  the  public  to  the  amendment  to 
FAR  Part  171  pertaining  to  the  payment 
of  ground  and  flight  Inspectlcm  charges 
prior  to  the  Issuance  of  an  approved  IFR 
procedure. 

170-12  Implemcntatoin  of  50  KHz/Y 
ChanneU  for  ILS/VOR/DME  (10- 
.  7-70). 

Advises  aircraft  owners,  operators  and 
radio  equipment  manufacturers  of  plans 
for  future  Implementation  of  split  chan¬ 
nel  assignments  In  the  aeronautical 
radio  navigation  bands. 

Administrative 

Subject  No.  180 

183— 30B  FAA  Designated  Mechanic  Ex¬ 
aminers  Directory  (5— 1(^-76). 

Provides  a  revised  directory  of  an  FAA 
designated  mechanic  examiners  as  of 
Jan.  31, 1976. 

183— 31C  FA4  Designated  Parachute 
Rigger  Examiner  Directory  (5—10— 
76). 

Provides  a  new  directory  of  all  FAA 
designated  parachute  rigger  examiners 
as  of  Jan.  31, 1976. 

183.29— IJ  Designated  Engineering  Rep¬ 
resentatives  (7—1—76). 

Lists  FAA-approved  Designated  En¬ 
gineering  Representatives  who  are  avail¬ 
able  for  ctmsultlng  work. 

Fllglit  Information 
Subject  No.  210 

210-lA  Natfamal  Notice  to  Airmen  Sys¬ 
tem  (1^^18—75). 

Announces  FAA  policy  for  the  prepara¬ 
tion  and  Issuance  of  essential  fllgdit  In¬ 
formation  to  pilots  and  other  aviation 
Interests. 
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210— 3  Natioiial  Notice  to  Airmen  Sys¬ 
tem— Elimination  of  NOT.4M  Cc^r 
(5-22-70). 

Announces  changes  In  criteria  and 
procedures  for  the  Notice  to  Airmen  Sys¬ 
tem  required  to  accommodate  the  trans- 
mlsslcm  of  all  domestic  Notice  to  Airmen 
data  In  clear  contracted  language  and 
eliminate  use  of  the  NOTAM  code  on  the 
domestic  service  A  circuits. 

211— 2  Recommended  Standards  for  IFR 
Aeronautical  Charts  (3—20—67). 

Sets  forth  standards  recommended  by 
the  Federal  Aviation  Administration  for 
the  guidance  of  the  public  In  the  Issuance 
of  IFR  aeronautical  charts  for  use  in  the 
National  Airspace  System  (NAS) . 

Advisory  Circulars  For  Sale 
This  List  contains  those  circulars  that 
are  sold  by  the  Superintendent  of  Docu¬ 
ments.  (See  niunerical  index  for  appro¬ 
priate  price,  sequential  lettering,  if  anj’, 
and  date,  etc.) 

Acceptable  Methods,  Techniques,  and  Prac¬ 
tices — Aircraft  Alterations,  AC  43.13-2. 
Acceptable  Methods,  Techniques,  and  Prac¬ 
tices — Aircraft  Inspection  and  Repair,  AC 
43.13-1. 

Aircraft  Dispatcher  Written  Test  Guide,  AC 
65-4. 

Airframe  and  Powerplant  Mechanics  Air¬ 
frame  Handbook,  AC  65-15. 

Airframe  and  Powerplant  Mechanics  Certi¬ 
fication  Guide,  AC  65-2. 

Airframe  and  Powerplant  Mechanics  Certi¬ 
fication  Information,  AC  65-11. 

Airframe  and  Powerplant  Mechanic.^ — Gen¬ 
eral  Handbook,  AC  65-9. 

Airframe  and  Powerplant  Mechanics  Power- 
plant  Handbook,  AC  65-12. 

Airline  Transport  Pilot — Airplane — Practical 
Test  Guide  (Part  61  Revised),  AC  61-77. 
Airline  Transport  Pilot  (Airplane)  Written 
Test  Guide,  AC  61-18. 

Airline  Transport  Pilot  (Helicopter)  Written 
Test  Guide,  AC  61-42. 

Airport  Drainage,  AC  150,  5320-5. 

Airport  Master  Plans,  AC  150,  5070-6. 

Aviation  Weather,  AC  00-6. 

Aviation  Weather  Services.  AC  00-45. 

Basic  Gilder  Criteria  Handbook.  AC  21-3. 
Basic  Helicopter  Handbook.  AC  61-13. 
Commercial  Pilot  Airplane  Flight  Test  Guide, 
AC  61-55. 

Commercial  Pilot  Airplane  Written  Test 
Guide,  AC  61-71. 

Federal  Aviation  Regulations  Written  Test 
Guide  for  Private.  Commercial,  and  Mili¬ 
tary  PUots.  AC  61-34. 

Flight  Engineer  Written  Test  Guide,  AC  63-1. 
Flight  Instructor  Instrument — Airplane — 
Written  Test  Guide,  AC  61-70. 

Flight  Instructor  Practical  Test  Guide,  AC 
61-58. 

Flight  Instructor  Airplane  Written  Test 
Guide,  AC  61-72. 

Flight  Instructor’s  Handbook,  AC  61-16. 
Flight  Test  Guide — Gyroplane,  Private  and 
Commercial,  AC  61-30. 

Flight  Teat  Guide — Helicopter,  Private  and 
Commercial  Pilot,  AC  61-36. 

Flight  Test  Ovilde  (Part  61  revised) — Inatru- 
ment  PUot  Airplane.  AC  61-56. 

Flight  Test  Guide — Instniment  PUot  Hell- 
copter,  AC  61-54. 

Flight  Teat  Guide  (Part  61  revleed) — Private 
Airplane.  AC  61-64. 

PUght  KaTlgatcw  Written  Test  Guide,  AC 
69-2. 

m^t  Training  Handbook,  AO  61-91. 

Penning  and  Operating  a  Flying  Club.  AO 
00-38. 
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General  Aviation  Inspection  Aids,  Summary, 
AC  20-7. 

Ground  Instructor — Instrument — Written 

Test  Guide,  AC  143-2. 

Ground  Instructor  Written  Test  Guide — 
Basic  and  Advanced,  AC  143-1. 

Guide  to  Drug  Hazards  In  Aviation  Medicine, 
AC  91.11-1. 

Heliport  Design  Guide,  AC  160/6390-1. 
Instrument  Flying  Handbook,  AC  61-37. 
Instrument  Rating  (Airplane)  Written  Test 
Guide,  AC  61-8. 

Inspection  Authorization  Study  Guide, 
AC  65-19. 

Medical  Handbook  for  Pilots,  AC  67-2. 
Multlenglne  Airplane  Class  and  Type  Rating, 
AC  61-57. 

Nondestructive  Testing  In  Aircraft,  AC  43-3. 
Parachute  Rigger  Certification  Guide,  AC 
65-5. 

Personal  Aircraft  Inspection  Handbook,  AC 
20-9. 

Pilot  Transition  Courses  for  Complex  Single¬ 
engine  and  Light,  Twin-engine  Airplanes, 
AC  61-9. 

Pilot’s  Handbook  of  Aeronautical  Knowledge, 
AC  61-23. 

Pilot’s  Weight  and  Balance  Handbook,  AC 
91-23. 

Planning  the  Metropolitan  Airport  System, 
AC  150/6070-5. 

Planning  the  State  Airport  System,  AC  150/ 
5050-3. 

Private  and  Commercial  Pilot,  Plight  Test 
Guide,  AC  61-59. 

Private  and  Commercial  Pilot  Glider,  Flight 
Test  Guide,  AC  61-61. 

Private  and  Commercial  Pilot  Gyroplane, 
Flight  Test  Guide,  AC  61-60. 

Private  and  Commercial  Pilots  Refresher 
Courses.  AC  61-10. 

Private  and  commercial  Pilot — ^Rotorcraft/ 
Helicopter — Written  Test  Guide,  AC  61-73. 
Private  Pilot  (Airplane)  Flight  Training 
Guide,  AC  61-2. 

Private  Pilot  Written  Test  Guide,  AC  61-32. 
Standards  for  Specifying  Construction  of  Air¬ 
ports,  AC  150/5370-10. 

Student  Pilot  Guide.  AC  61-12. 

Terrain  Flying,  AC  91-15. 

Ultrasonic  Nondestructive  Testing  for  Air¬ 
craft.  AC  43-7. 

U.S.  Civil  Aircraft  Register,  AC  20-6. 

Written  Test  Guide,  Flight  Instructor- 
Glider,  AC  61-75. 

Written  Test  Guide,  Flight  Instructor — 
Rotorcraft-Helicopter,  AC  61-74. 

Internal  Publications 

Coiitruclions  Hiiiiilbttnk,  7340.1E  (10—1— 
73). 

Gives  approved  word  and  phrase  con¬ 
tractions  used  by  personnel  connected 
with  air  traffic  control,  communications, 
tveather,  charting,  and  ass(x:iated  serv¬ 
ices.  (Sub.  $11.15 — $13.95  foreign— 
GPO.)  TD  4.308:076/975. 

Idciilifiers,  7330.411  (9—15— 

7(>). 

Incorporates  all  authorized  3-letter 
location  identifiers  for  special  use  in 
United  States,  worldwide,  and  Canadian 
assignments.  (Sub.  $11.70 — $14.65  for- 
eign— GPO.)  TD  4.310:. 

Air  Traffic  Control  Handbook,  7110.65 
(1-1-76). 

Prescribes  air  traffic  control  proce¬ 
dures  and  phraseology  for  use  by  person¬ 
nel  providing  air  traffic  ctmtrol  services. 
Controllers  are  required  to  be  familiar 
with  the  provisions  of  this  handlxwk 
which  pertain  to  their  operational  re¬ 
sponsibility  and  to  exercise  their  best 


Judgment  If  they  encoimter  situations  not 
covered  by  it.  This  handbook  r.n.nr«>ia 
7111.9D  and  7110.8.  (Sub.  $14.75 — 
$18.45  foreign— GPO.)  TD  4.308  :AI 
7/3:976. 

Flight  Services,  7110.10D  (1-1—77). 

This  handbook  (x>nsists  of  two  parts. 
Part  I,  the  basic,  prescribes  procedures 
and  phraseology  for  use  by  personnel 
providing  fiight  assistance  and  (XMnmu- 
nications  services.  Part  n,  the  teletype¬ 
writer  portion,  Inclucles  Services  A  and  B 
teletypewriter  operating  procedures,  per¬ 
tinent  International  Teletypewriter  Pro¬ 
cedures,  and  the  conterminous  U.S.  Serv¬ 
ice  A  Weather  Schedules.  (Sub.  $18.30 — 
$22.90  foreign— GPO.)  TD  4.308:  F  64/ 
977. 

United  Stales  Standard  for  Terminal  In¬ 
strument  Procedures  (TERP.S), 
8260.3B  (July  1976). 

Contains  criteria  which  shall  be  used 
to  formulate,  review,  approve,  and  pub¬ 
lish  procedures  for  instrument  approach 
and  departure  of  aircraft  to  and  from 
civil  and  military  airports.  These  criteria 
are  for  application  at  any  location  over 
which  an  appropriate  U.S.  agency  exer¬ 
cises  jurisdiction.  ($2.80  single  copy. 
(GPO)  Changes  sold  separately  as  is¬ 
sued.)  SN  050-007-00345-5. 

International  Flight  Information  Manual, 
Vol.  24  (AprU  1976). 

This  Manual  is  primarily  designed  as  a 
prefiight  and  planning  guide  for  use  by 
U.S.  nonscheduled  operators,  business 
and  private  aviators  contemplating 
flights  outside  of  the  United  Stat^. 

The  Manual,  which  is  complemented  by 
the  International  Notams  publication, 
contains  foreign  entry  requirements,  a 
directory  of  aerodromes  of  entry  includ¬ 
ing  operational  data,  and  pertinent  regu¬ 
lations.  and  restrictions.  It  also  contains 
passport,  visa,  and  health  requirements 
for  each  country.  Published  annually 
with  quarterly  amendments.  (Annual 
Sub.  $7.30;  $9.15  foreign— GPO.)  TD 
4.309:  24/976. 

International  Notam<«. 

Covers  notices  on  navigational  facili¬ 
ties  and  information  on  associated  aero¬ 
nautical  data  generally  classified  as 
“Special  Notices.”  Acts  as  a  notlce-to- 
airmen  service  only.  Published  weekly, 
(Annual  Sub.'  $28.10  domestic — $35.15 
foreign— GPO.)  TD4.11:. 

Airmun'«i  Information  Manual: 

Part  1 — Basic  Flight  Infornuition  and 
-ATC  Procedures. 

This  part  Is  issued  semiannually  and 
contains  basic  fundamentals  required  to 
fly  in  the  U.S.  National  Airspace  System; 
Among  other  data  it  also  contains  ad¬ 
verse  factors  affecting  Safety  of  Plight; 
Health  and  Medical  Facts  of  interest  to 
pilots;  ATC  information  affecting  rules, 
regulations  and  procedures;  a  Pilot/ 
Controller  Glossary;  Air  Defense  Iden¬ 
tification  Zones  (ADIZ) ;  Designated 
Mountainous  Areas ;  and  Emergency 
Procedures.  (Annual  Sub.  $7.50,  foreign 
$9.50.  GPO.)  TD  4.12:  pt  1/. 


Part  2 — .Airport  Directory, 

This  part  is  Issued  semiannually  and 
contains  a  Directory  of  all  Airports.  Sea¬ 
plane  Bases,  and  Heliports  in  the  con¬ 
terminous  United  States.  Puerto  Rico, 
and  the  Virgin  Islands  which  are  avail¬ 
able  for  civil  use.  It  Includes  all  of  their 
services,  except  communications,  in 
codified  form.  Those  airports  with  com¬ 
munications  are  also  listed  in  Part  3 
which  reflects  their  radio  facilities.  A  list 
of  new  and  permanently  closed  airports 
which  upda^  this  part  is  contained  in 
Part  3.  Also  included  in  Part  2  are  U.S. 
Entry  and  Departure  Procedures,  in¬ 
cluding  Airports  of  Entry  and  Landing 
Rights  Airports;  and  a  listing  of  Flight 
Service  Station  and  National  Weather 
Service  Telephone  Numbers.  (Annual 
Sub.  $7,  foreign  $8.75.  GPO.)  TD  4.12: 
pt.  2/. 

Part  3— Operational  Data  and  Spe«-ial 
Notices. 

Part  3  is  issued  every  56  days  and  con¬ 
tains  an  Airport-Facility  Directory  of  all 
major  airports  in  the  conterminous  U.S., 
Peurto  Rico,  and  the  Vrigln  Islands  with 
control  towers  and/or  instrument  land¬ 
ing  systems;  a  tabulation  of  Air  Naviga¬ 
tion  Radio  Aids  including  Restrictions  to 
En  Route  Navigation  Aids;  Special. 
General,  8i  Area  Notices;  a  tabulation 
of  New  and  Permanently  Closed  Airports 
(which  updates  Part  2) ;  Locations  of 
VOR  Receiver  Check  Pointe  (bo^  groimd 
and  airborne) ;  a  tabulation  of  North 
Atlantic  Routes;  Preferred  Routes;  Area 
Navigation  Routes,  and  Sectional  Chart 
Bulletins.  (Annual  subscription  $30.50; 
$38.15  foreign.  GPO.)  TD  4.12:  pt.  3. 

Part  3.A— Notices  to  Airmen. 

Part  3A  is  issued  every  14  days  and 
contains  current  Notices  to  Airmen  con¬ 
sidered  essential  to  the  safety  of  flight 
as  well  as  supplemental  data  to  all  Parts 
of  AIM.  (Annual  subscription  $20.55; 
$25.70  foreign.  GPO.)  TD  4.12:  pt.  3A. 

Part  4— Graphic  Notices  and  Supple¬ 
mental  Data. 

Part  4  is  issued  quarterly  and  con¬ 
tains  abbreviations  used  in  all  parts  of 
AIM;  Parachute  Jump  Areas;  Special 
Notice — Area  Graphics;  Terminal  Area 
Graphics:  Terminal  Radar  Service  Area 
Graphics;  Olive  Branch  Routes  and 
other  data  not  requiring  frequent 
change.  (Annual  Sub.  $14.40,  foreign 
$18.00.  GPO.)  TD  4.12:  pt.  4  '. 

NOTICE 

The  FAA  has  changed  the  isstiance 
system  for  the  Aircraft  Type  Certificate 
Data  Sheets  and  Specifications  ahd  the 
Aircraft  Engine  and  Propeller  Type  Cer¬ 
tificate  Data  Sheets  and  Specifications 
in  an  effort  to  reduce  the  cost  to  users. 
All  subscriptions  to  these  two  volumes 
terminated  on  Dec.  31,  1976. 

Beginning  with  the  January  1977  edi¬ 
tions  the  two  titles  will  change  to  a 
new  basic  series  title — Type  Certificate 
Data  Sheets  and  Specifications — and 
win  be  grouped  into  six  volumes  with 
subtitles  as  follows: 
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Vol.  I  single -Engine  Airplanes. 

Vol.  11  Small  Multiengine  Airplanes. 

Vol.  in  Large  Multiengine  Al^lanes. 

Vol.  rV  Rotocraft,  Gliders,  and  Balloons. 
Vol.  V  Aircraft  Engines  and  PropeUers. 

Vol.  VI  Aircraft  Listing  and  Aircraft  En¬ 
gine  Listing. 

Tvpe  Certificate  Data  Sheets  and 
Specifications 

Vol.  I  Single  Engine  Airplanes  (TCDS 
1)  (Sub.  $38.00.  foreign  $47.50.  GPO). 
Vol.  II  Small  Multiengine  Airplanes 
(TCDS  2)  (Sub.  $28.00.  foreign  $35.00. 
Vol.  m  Large  Multiengine  Airplanes 
(TCDS  3)  (Sub.  $32.00.  foreign  MO.OO. 
GPO). 

Vol.  rv  Rotorcraft.  Gliders,  and  Balloons 
(TCDS  4)  (Sub.  $16.50.  foreign  $20.75. 
GPO). 

Vol.  V  Aircraft  Engines  and  Propellers 
(TCDS  5)  (Sub.  $27.00.  foreign  $33.75. 
GPO). 

Vol.  VI  Aircraft  Listing  and  Aircraft  En¬ 
gine  and  Propeller  Listing  (SN  050- 
007-00360-9)  (Single  Copy  $4.15.  for¬ 
eign  $5.20.  GPO). 

Volumes  I.  n.  n.  IV.  and  V  will  be 
sold  on  a  subscription  basis  and  monthly 
supplementary  service  is  included  in  the 
sales  price. 

Volume  VI  will  be  sold  on  a  single¬ 
sales  basis  and  will  be  issued  as  a  re¬ 
vised  edition  when  suCBclent  changes 
warrant. 

Summary  of  Supplemental  Type  Certifi¬ 
cates,  January  1976. 

Contains  all  suppl^ental  type  certifi¬ 
cates  Issued  by  FAA  regarding  design 
changes  In  aircraft,  engines,  or  pro¬ 
pellers.  List  includes  description  of 
change,  the  model  and  type  certificate 
number,  the  supplemental  type  certifi¬ 
cate  number,  and  the  holder  of  the 
change.  Quarterly  supplements  provided. 
($43.00--Sub..  foreign  $54.00.  GPO.)  TD 
4.36:976. 

NOTICE 

The  January  1976  Issues  of  the  Sum¬ 
mary  of  Airworthiness  Directives — Vol¬ 
umes  I  and  n.  will  be  sold  and  distrib¬ 
uted  for  ^  the  Superintendent  of  Docu¬ 
ments  by  the  Federal  Aviation  Admin¬ 
istration  from  Oklahoma  City.  Okla¬ 
homa.  Recpiests  for  subscriptions  to 
either  of  these  publications  should  be 
sent  to: 

U.S.  Department  of  Transportation,  Federal 
Aviation  Administration,  P.O.  Box  25461. 
Attn;  ACC-23.  Oklahoma  City,  Okla.  73125. 

Subscription  service  will  consist  of  the 
summary  and  automatic  biweekly  up¬ 
dates  to  each  summary  for  a  2-year  pe¬ 
riod.  Make  certified  checks  or  money 
orders  payable  to  Federal  Aviation 
Administration. 

.  Summary  of  Airworthiness  Direelives  for 
Small  .Aircraft  (1—1—76)  Volume  I. 

Presents,  in  volume  form,  all  the  Air¬ 
worthiness  Directives  for  small  aircraft 
Issued  through  December  31,  1975.  AD’s 
for  engines,  propeller,  and  equipment  are 
Included  In  each  volume.  Each  volume 
is  arranged  alphabetically  by  product 
manufacturer.  ($14.00  plus  $3.50  addi¬ 
tional  for  foreign  handling.)  SN  050-007- 
00306-4. 


Summary  of  Airworthiness  Directives  for 
Large  Aircraft  (1—1—76)  Volume  II. 

Presents,  in  volume  form,  all  the  Air¬ 
worthiness  Directives  for  large  aircraft 
(over  12.500  pounds  maximum  certifi¬ 
cated  takeoff  weight)  issued  through 
December  31.  1975.  AD’s  for  engines, 
propellers,  and  equipment  are  Included 
in  each  volume.  ($13.00  plus  $3.25  addi¬ 
tional  for  foreign  handling.)  SN  050-007- 
00307-2. 

STATUS  OF  THE  FEDERAL  AVIATION 
REGULATIONS  AS  OF  JANUARY  15, 
1977. 

The  FAA  publishes  the  Federal  Avia¬ 
tion  Regulations  to  make  readily  avail¬ 
able  to  the  aviation  community  the  regu¬ 
latory  requirements  placed  upon  them. 
These  Regulations  are  sold  as  Individual 
Parts  by  the  Superintendent  of  Docu¬ 
ments. 

The  more  frequently  amended  Parts 
are  sold  on  subscription  service  (that 


is,  subscribers  will  receive  Changes  auto¬ 
matically  as  Issued) ,  while  the  less  active 
Parts  are  sold  on  a  single-sale  basis. 
Changes  to  single-sale  Parts  will  be  sold 
separately  as  Issued.  Information  con¬ 
cerning  these  Changes  will  be  furnished 
by  FAA  through  its  “Status  of  the  Fed¬ 
eral  Aviation  Regulations,  AC  00-44.” 
Instructions  for  ordering  this  free  status 
list  are  given  In  the  front  of  each  single¬ 
sale  Part. 

The  following  list  indicates  the  break¬ 
down  of  the  single-sale  Parts  and  the 
subscription  Parts.  Check  or  money 
order  made  passable  to  the  Superintend¬ 
ent  of  Documents  should  be  Included 
with  each  order.  Submit  orders  for 
single-sales  and  subscription  Parts  on 
different  order  forms.  No  COD  orders  are 
aecepted.  AH  FAR  Parts  should  be 
ordered  from:  Superintendent  of  Docu¬ 
ments,  U.S.  Government  Printing  Oflice, 
Washington,  D.C.  20402. 
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number 

PubUcatlea 

date 

Price 

Part 

Title 

Donas- 

Additional 

Charg.'S 

ds 

lor  foreign 

iSBIiril 

baadling 

to  date 

1 

DcAnlUons  and  abbrevlationa. . 

TDiJa 

fOM  1194....::.:;;: 

0-96 

10.75 

3 

a 

Certlflaatlon  procedures  for  products 

TDAflffl 

May  1*?4_ . 

1.75 

.95 

(» 

uid  parts. 

7S 

AlrworthlnMS  standards:  Normal, 
utility,  and  aerobatic  sategory 
airplanes. 

Alrworthineas  standards:  Transport 
eategory  airplanes. 

TD  4.6:31 

JuM  1974 . . 

3.65 

.90 

2 

a 

TD  4.6:36 

AtO 

1.6') 

n 

Airworthiness  standards:  Aircraft 

TD  4.6JI 

August  1974 . . 

160 

.75 

1 

engines. 

M 

Noise  standards:  Aircraft  type  and 

TD  4.646 

fans  1974.... . 

6.00 

.  75 

5 

airworthiness  eertifleation. 

r 

Technical  standard  order  authorlra- 

TD  4.647 

May  1974 . 

5.65 

1.4.5  . 

.  5 

dons. 

63 

Certiflcatlon;  Flight  crewmembers 

TD  4.6.63 

Sept.  1974 . 

3.00 

.75  . 

o 

other  than  pilots. 

tl 

Oeneral  operating  and  Right  rules . 

Special  air  traffic  rules  and  alrimrt 
traffic  patterns 

TD  4.641 

March  1974 . 

11.10 

2  6.5 

13 

n 

TD  4.643 

145 

.65 

103 

TYanspcrtatlon  of  dangerous  articles  . 
ana  magnetized  materials  ■. 

la 

Certiflcatlon  and  Operations:  Domes- 

TD  4.6:121 

April  1974 . 

6.30 

230 

19 

tic,  flag,  and  supplemental  air  car¬ 
riers  and  eommercial  operators  of 

large  aircraft. 

m 

Certification  and  operations:  Air 

TD  4.6:131 

_ do . 

200 

.50 

2 

travel  clubs  using  large  airplanes. 

139 

Certiflcatlon  and  o(^rations:  Land 

TD  4.6:139 

December  1974 _ 

3.00 

.75 

2 

scheduled  sir 
Urfe  aircraft 
copters). 


carriers  operatinc 
(other  tbw  beli- 


NOTX:  Because  of  the  lack  of  activity  In 'the  Issuance  of  changes,  the  following  FAR  Parts  have 
been  taken  off  anhsciiptlon  service  and  are  now  sold  as  single-sales  publications :  Parts  43,  47,  61, 
65,  105,  127,  133,  135.  141,  and  152. 

t  The  regulations  for  the  trans|>ortatlon  of  hacardons  material  ^  air  are  set  forth  In  Part 
175 — Carriage  by  Aircraft,  effective  July  1,  1976,  published  In  41  F.R.  16106,  4/15/76.  This  Part 
Is  Issued  by  the  Materials  Transportation  Bureau,  Department  of  Transportation.  For  Infor¬ 
mation  concerning  haxardous  material  regulations,  contact  the  Materials  Transportation  Bureau. 
Oepartmtnt  of  Transportation,  Washington,  D.C.  20590. 
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Part 

Title 

Catalog  No. 

Publication  date 

Pr?  e' 

11 

..  TD  4.6:11 

May  1974 . 

$0.55 

Change  I . 

..  TD  4.6:n/Ch  1 

Feb.  1,  1974  and 
Jan.  1, 197.5. 

.45 

Change  3 . . 

..  TD  4.6:llyCh  2 

Mar.  18, 1976 . 

.40 

Change  3 . 

..  TD  4.6;11/Ch  3 

Jan.  1, 1976 . 

.40 

13 

..  TD  4.6:13 

.May  1974 . 

.70 

Change  1 . 

..  TD  4.6:13/Ch  1 

Aug.  2, 1876 . 

.40 

Change  2 . . . . . 

Airworthiness  standards:  Normal  category  rotorcraft . 

..  TD  4.6:13, Ch  2 

Dec.  13, 1976 . 

.40 

27 

..  TD  4.6:27 

•Vugust  1974 . 

2.  10 

Change  1 . 

..  TD  4.6:27  Ch  1 

«>Ct.  31.  1974 . 

.75 

Change  2 . 

..  TD  4.627/Ch  2 

Feb.  5, 1976 . 

.35 

ChanM  3 . . . 

.4 ir worthiness  standards:  Transport  category  rotorcraft... 

..  TD  4.6:27/Ch  3 

Feb.  1,  1877 . 

1  30 

29 

..  TD  4.6:29 

.\ugust  1974 . 

1.70 

Change  1 . 

..  TD  4.6:29;Cb  1 

Dot.  31,  1974 . 

.70 

Change  2 . 

..  TD4.629/Ch2 

Feb.  5,  1978 . 

.25 

Changes . . . . . 

..  TD  4.6:29/Ch  3 

Jan.  14, 1975 . 

.40 

Change  4 . 

TD  4.6:?i'fh  4 

Feh.  1,  1977 . 

1.43 
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Psrt 


•39 

43 


77 

«95 


‘97 

99 


alteration. 


airspace,  and  reporting  points. 


free  balloons. 


helicopters- 


133 

135 


141 

143 

145 


149 

151 

152 


153 

154 


1.55 

157 


183 

185 


187 

189 


Acquisition  of  U.S.  land  for  public  airports  under  the  Alr- 
|x>rts  and  Airway  Act  of  1970. 


tlon  of  airports. 


navigational  facilities  thereon. 


proofings  ana  service  of  legal  process  and  pleadings. 

Fees . 

Use  of  Federal  Aviation  Administration  communication 
system. 

Withholding  Security  Information  from  Disclosure  Under  the 
Air  Transportation  Security  Act. 


Catalog  No. 

Publication  date 

Price 

.  TD  t.fi:31 

.\ugust  1974 . . 

.40 

.  TD  4.6:31'Cti  1 
.  TD  4.63.5 

.65 

.35 

. do . 

.  TD  46;.35/rh  1 

Feb.  1.  1977 . 

.65 

.  TD  4.63!) 

Mav  1974 . 

.35 

TD  4.6:43 

January  1974 . 

1.80 

.  TD  4.6:4.5 

. do . 

.65 

.  TD  4.6:47 
.  TD  4.6:47, Ch  1 

Aug.  8,  1976 . 

.85 

.40 

TD  4.6:49 

. do . 

.50 

.  TD  4.6:49/Ch  1 

Aug.  8,  1976 . 

.40 

.  TD  4.6:61 

Novemlier  1974.... 

2.90 

.  TD  4.6:61, Ch  1 

Dec.  22,  1976 . 

.50 

.  TD  4.6:65 

September  1974 _ 

1.25 

.  TD  4.637 

Septemt)er  1974 _ 

.60 

.  TD  4.637/Ch  1 

D^.  21,  1976 . 

.40 

TD  4.6:71 

January  1975 . 

.85 

TD  4.6:71  Chi 

July  2H,  1975...:.. 

.35 

TD  4.6:73 

January  1975 . 

.40 

TD  4.6:7;t  Chi 

July  28,  1975 . 

.35 

TD  4.6:75 

January  1975 _ 

.40 

TD  4.6:75  Ch  1 

Apr.  26,  1976 . 

.40 

TD  4.6:77 

1.10 

.50 

TD  4.6.-95 

. do . 

TD  4.6:95, 'fh  1 

Feb.  13, 1975 . 

.35 

TD  4.637 

January  1975 . 

.45 

TD  4.6:<.)9 

March  1974 . 

.70 

TD  4.6:!«1  C!i  1 

Mar.  11,  1976 . 

.40 

TD  4.6:101 

. do . 

.65 

TD  4.6:101  Ch  1 

Aug.  20,  1974 . 

.35 

TD  4.6:105 

-March  1974 . 

.35 

TD  4i6:105/Ch  1 

Nov.  29,  1976 . 

.40 

TD  4.6:107 

March  1974 . 

.40 

TD  4.6;107/Ch  1 

Dec.  9,  1976 . 

.40 

TD  4,6:127 

April  1974 . 

1.80 

TD  4.C:127/Ch  1 

Septeinl»er  1974.... 

.35 

TD  4.6.12!) 

April  1974 . 

.45 

TD  4.6:129/Ch  1 

Oct.  9,  1976 . 

.35 

TD  4.6:129/Ch  2 

Aug.  23.  1976 . 

.40 

TD  4.6:129/Ch  2 

Nov.  11,  1976 . 

..35 

TD  4.6:133 

November  1974.... 

.55 

TD  4.6:13.5 

. do . 

2.50 

TD  4.6:135/Ch  1 

. do . 

.35 

TD  4.6:135/Ch  2 

May  1975 . 

.35 

.  TD  4.6;135/Ch  3 

Nov.  29,  1976 . 

.45 

TD  4.6:137 

Novemlier  1974... 

.50 

.  TD  4.6:137/Ch  1 

May  24.  1976 . 

.35 

TD  4.6:137/Ch  2 

Sept.  20.  1976 . 

.40 

TD  4.6:141 

. do . . 

1. 15 

TD  4.6:143 

September  1974 _ 

.45 

TD  4.6:145 

January  1974 . 

.8.5 

TD  4.6:14.5,  Ch  1 

Nov.  29,  1976 . 

.40 

TD  4.6:147 

September  1974 _ 

.65 

TD  4.6:147'Ch  1 

Nov.  29,  1976 . 

.40 

TD  4.6:149 

TD  4.6:1.51 

January  1974 . 

Decomoer  1974.... 

.35 

1.55 

TD  4.6:152 

1.35 

.40 

TD  4.6:1.52/Ch  1 

Aug.  26.  1976 . 

TD  4.6:1.52/Ch  2 

Oct.  21,  1976 . 

.45 

TD  4.6:1.53 

Aug.  26, 1976 . 

.50 

TD  4.6:154 

TD  4.6:1,55 

.40 

.  40 

TD  4.6:157 

January  1975 . 

.40 

TD  4.6:159 

December  1974 _ 

1.00 

TD  4.6:1.59  Ch  1 

June  13, 1976 . . 

..35 

TD  4.6:169 

January  1975 . 

.35 

TD  4.6:171 

. do . 

1. 10 

TD  4.6:17UCh  1 

Aug.  19,  1975 . 

.65 

TD  4.6:183 

May  1974 . 

.45 

TD  4.6:185 

TD  4.6:187 

.35 

.40 

. do . 

TD  4.6:189 

TD  4.6:191 

.40 

.40 

Dec.  9,  1976 . 

>  Add  25%  for  foreign  handling. 

>  Due  to  their  lengtii,  complexity,  and  frequency  of  issuance.  Individual  Airworthiness  Directives  are  published 
separately  In  the  Federal  Register.  Copies  of  Airworthiness  Directives  tliat  have  been  issued  are  for  sale  In  sum¬ 
mary  form  by  DOT,  FAA  Aeronautical  Center  (Consigned  agent  for  Sur)erlntendent  of  Documento),  P.0,  Box 
25461,  Oklahoma  City,  Okla.  73125,  Attn:  AAC-28. 

»  Due  to  their  length,  complexity,  and  frequency  of  Issuance,  individual  airspace  designations,  airways  descrlptlona, 
restricted  areas.  Jet  route  descriptions,  and  en  route  IF  R  altitudes  are  not  Included  In  the  publication  of  these  basis 
parts.  Such  descriptions  are  published  In  the  Federal  Register  and  depicted  on  appromiate-jaeronautlcal  charts. 
Aeronautical  charts  can  be  obtained  from  the  U.S.  Department  of  Commerce,  National  Oceanic  and  Atmospherte 
Administration,  Distribution  Division  (C-44),  National  Ocean  Survey,  Riverdale,  Md.  20840. 

4  Standard  Instrument  approach  procedures  are  published  In  the  Federal  Register  by  reference  to  FAA  docu¬ 
ments  which  are  available  for  examination  In  the  Rules  Docket  (AOC-24)  and  the  National  Flight  Data  Center, 
FAA  Headquarters,  Washington,  D.C.,  and  at  the  appropriate  FAA  Regional  Offices  and  Flight  Inspection  Dis¬ 
trict  Offices.  These  approach  procedures  can  be  obtained  from  the  U.S.  Department  of  Commerce,  National  Ooeanie 
and  Atmospherte  Administration,  Distribution  Division  (C-44),  National  Ocean  Survey,  Riverdale,  Md.  20840. 

Elden  Nootenboom, 

Acting  Director,  Office  of  Management  Systems. 

(PR  Doc.77-7671  Filed  3-16-77:8:45  am] 
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